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THE 


FIFTEENTH  ANNUAL  REPORT 

OF  THE 

COMMITTEE  OF  VISITORS 

OF  THE 

Cainlmitpljitt,  Isle  of  (B\%,  raft  iorougl]  of  (Craitaiftgt 

PAUPER  LUNATIC  ASYLUM. 


Pursuant  to  the  62nd  Section  of  the  16th  and  17th  Viet., 

Cap.  97,  the  Committee  of  Visitors  of  the  above  Asylum 
beg  to  Report  to  Her  Majesty’s  Justices  of  the  Peace  for 
the  County  of  Cambridge  and  Isle  of  Ely  respectively, 
in  Quarter  Sessions  assembled,  and  to  the  Town  Council 
of  the  Borough  of  Cambridge,  as  follows : — 

“  The  want  of  Cubical  Space  in  the  Day  Rooms  cZaiw4al.Z 
of  the  Asylum  ”  was  a  subject  urgently  brought  of  the  Asylum. 
forward  by  the  Commissioners  in  Lunacy,  in  their 
Report  on  an  inspection  of  the  Asylum  on  the 
23rd  of  April,  1870,  where  they  remarked  that 
the  Day  Room  space  “  is  inadequate  to  the  neces¬ 
sary  requirements  for  Insane  Patients.”  But,  in 
consequence  of  the  unavoidable  absence  of  the 
Chairman,  nothing  was  done  in  1870  to  remedy 
the  defect. 

In  March,  1871,  a  Sub-Committee,  appointed 
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by  your  Committee,  presented  their  Report  on 
the  subject,  which  was  adopted,  and  Mr.  G.  E. 
Pritchett,  of  Bishop’s  Stortford,  Architect,  on  the 
17th  of  April,  1871,  produced  Plans  for  the 
proposed  alteration  of  the  Asylum,  which  were 
approved  by  your  Committee,  who  thereupon 
prepared  a  Special  Report  asking  the  County, 
Isle,  and  Borough  for  a  Grant  of  £3;  100,  which 
(with  £900  then  standing  to  the  credit  of  the 
Building  Fund)  was  deemed  sufficient  to  carry 
out  the  work. 

On  the  4th  of  May,  1871,  the  Town  Council 
of  the  Borough,  and  on  the  29th  of  June,  1871, 
the  Quarter  Sessions  of  the  County  of  Cambridge 
respectively  voted  their  quotas  of  the  required 
£3,100. 

On  the  8th  of  August,  1871,  the  Isle  of  Ely 
Quarter  Sessions  passed  a  Resolution  referring 
the  subject  back  to  your  Committee,  who  there¬ 
upon  forwarded  their  Special  Report  applying  for 
the  £3,100,  together  with  Mr.  Pritchett’s  Plans 
and  Specifications  to  the  Commissioners  in  Lunacy 
in  London,  which  resulted  in  the  matter  being, 
at  the  end  of  the  year  1871,  left  in  the  hands  of 
Her  Majesty’s  Secretary  of  State  for  the  Home 
Department. 

The  Home  Secretary  addressed  a  letter  to  the 
Quarter  Sessions  of  the  Isle,  dated  the  23rd  of 
December,  1871,  urging  them  to  take  into  con¬ 
sideration  the  proposed  alterations  and  improve¬ 
ments  as  recommended  by  the  Commissioners  in 


( 

Lunacy,  and  the  Isle  Quarter  Sessions  on  the 
13th  of  February,  1872,  voted  their  quota  of  the 
£3,100. 

The  £3,100  required  for  the  proposed  altera¬ 
tions  being  now  voted,  your  Committee  requested 
Dr.  Bacon  and  Mr.  Pritchett  to  attend  the  Com¬ 
missioners  in  London,  which  they  accordingly  did 
on  the  12th  of  March  last,  and  had  an  interview 
with  the  Commissioners  and  their  Consulting 
Architect. 

The  Commissioners  in  their  observations  on 
Mr.  Pritchett’s  Plans  (see  page  27),  stated  that 
whilst  approving  the  mode  adopted  for  obtaining 
additional  accommodation  at  the  western  side  of 
the  Building,  they  did  not  give  their  approval 
to  the  rest  of  Mr.  Pritchett’s  design ;  and  they 
proceeded  to  state  their  objections  thereto.  To 
remedy  the  defects  specified  by  them  the  Com¬ 
missioners  suggested  that  the  additions  to  the 
Day  Rooms  should  be  on  the  front  or  South  side, 
which  would  require  the  Building  to  be  carried 
up  two  Storeys  instead  of  one.  The  Commis¬ 
sioners  also  objected  to  the  proposed  Dining 
Hall  as  unsuitable  for  its  purpose,  and  advocated 
a  Central  Dining  Room  for  both  sexes,  instead  of 
making  a  Room  for  Males  only.  They  suggested 
the  omission  for  the  present  of  all  consideration 
in  regard  to  a  Dining  Room,  and  Mr.  Pritchett 
promised  to  furnish  sketches  to  meet  the  views 
of  the  Commissioners  with  an  estimate  of  the 
increased  cost. 
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In  consequence  of  the  Fire  which  took  place 
on  the  12th  of  March  (being  the  same  day  as 
that  on  which  Dr.  Bacon  and  Mr.  Pritchett 
attended  the  Commissioners  in  London)  a  Special 
Meeting  of  your  Committee  was  held  at  Cam¬ 
bridge  on  the  16th  of  March  last,  when  the  letter 
from  the  Commissioners,  dated  14tli  of  March, 
1872,  above  referred  to,  and  their  Memorandum 
as  to  Mr.  Pritchett’s  Plans  and  Specifications,  were 
read  to  your  Committee ;  and  as  the  Fire  had 
completely  destroyed  the  Chapel  at  the  Asylum, 
besides  damaging  other  portions  of  the  Building, 
your  Committee  passed  a  Resolution  that  Mr. 
Pritchett  should  proceed  again  to  London  with 
his  Plans,  as  revised  by  the  Commissioners,  taking 
with  him  the  Report  of  Mr.  Richard  Reynolds 
Rowe,  of  Cambridge,  Architect,  as  to  the  Fire, 
and  ascertain  if  the  altered  circumstances  caused 
by  destruction  of  the  Chapel,  (which  was  situate 
in  the  middle  of  the  Asylum),  would  affect  the 
observations  and  suggestions  of  the  Commissioners. 

Accordingly,  Mr.  Pritchett,  on  the  21st.  of  March 
last,  together  with  Colonel  Wale  (a  Member  of  your 
Committee)  had  another  interview  with  the  Com¬ 
missioners,  and  on  that  day  they  (the  Lunacy 
Commissioners)  addressed  a  letter  to  your  Com¬ 
mittee  with  a  Memorandum  of  their  observations 
(see  page  29).  In  this  *  Memorandum  it  will  be 
seen  that  the  Commissioners  considered  that  the 
alterations  made  by  Mr.  Pritchett  were  great 
improvements  on  the  original  design,  and  the 
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Commissioners  expressed  themselves  prepared  to  re¬ 
commend  the  Plans  for  the  approval  of  Her  Majesty’s 
Secretary  of  State.  They  also  approved  of  a  new 
position  for  the  Central  Dining  Hall  as  submitted 
by  Mr.  Pritchett. 

With  regard  to  the  question  of  the  altered  cir¬ 
cumstances  at  the  Asylum,  caused  by  the  Fire,  the 
Commissioners  decided  to  send  Mr.  Rawlinson,  their 
Civil  Engineer,  to  examine  into  the  cause  of  the 
Fire,  and  they  strongly  recommended  that  a 
Central  Dining  and  Recreation  Room  should  form 
part  of  the  scheme  of  Enlargement,  and  remarked 
that  Mr.  Pritchett’s  Estimate  for  such  a  Room  would 
be  about  £1,200,  or  double  the  cost  of  that  in  his 
original  design. 

On  the  25th  of  March  last,  Mr.  Pritchett  sub¬ 
mitted  to  your  Committee  a  Report  as  to  the 
alterations  suggested  by  the  Commissioners  and 
his  Plans  for  carrying  them  out  (see  page  31). 

At  that  Meeting  your  Committee  passed  the 
following  Resolution : — 

“  That  the  Original  Plans  and  Specifications,  as  added  to 
and  amended  by  the  Commissioners  in  Lunacy  (omitting  the 
Dining  Boom  for  the  present),  be  resubmitted,  with  the  Estimate 
and  Specifications  to  be  prepared  by  Mr.  Pritchett,  to  the  Quarter 
Sessions  of  the  County  and  Isle  respectively,  and  to  tho 
Town  Council  of  the  Borough,  and  that  a  further  Grant  for 
a  sufficient  sum  to  carry  out  such  work  be  asked  from  those 
Bodies.” 

On  the  25th  of  March  last,  Mr.  Rawlinson 
attended  at  the  Asylum  and  inspected  the  position 
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The  Removal 
of  the  Boilers 
from  under  the 
Main  Building 
suggested. 
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of  the  Boilers  and  Steam  Engine,  and  his  Report 
thereon  (see  page  33)  was  forwarded  to  your  Com¬ 
mittee  by  the  Commissioners  with  their  letter  of 
the  first  of  April  last. 

Mr.  Rawlinson,  at  the  conclusion  of  his  Report, 
remarked :  — 

“That  the  Steam  Boilers  and  Steam  Engine  ought  not  to 
be  placed  within  the  Main  Building  in  such  position  that  with 
an  Explosion  the  effect  must  be  expended  upwards  so  as  not 
only  to  bring  the  Building  above  to  ruin,  but  to  bury  Boiler  and 
Engine  at  the  same  time.” 

and  adds  the  following  Recommendation  : — 

“I  beg  to  Recommend  that  the  Steam  Boilers  and  Steam 
Engine  now  in  use  and  situate  in  the  Cellars  beneath  the  Central 
and  Main  Part  of  the  Asylum  Buildings,  be  removed  as  soon  as 
practicable  and  be  placed  in  separate  Buildings  with  Shed  Poof 
to  insure  the  safety  of  the  Main  Building  and  to  prevent  de¬ 
struction  to  Human  Life.” 


Thus  a  new  and  expensive  proposition  was 
unexpectedly  forced  upon  the  attention  of  your 
Committee  (viz.)  the  removal  of  the  Steam  Boilers 
and  Steam  Engine  from  the  basement  of  the  Main 
Building  of  the  Asylum,  and  the  necessity  of 
providing  a  Building  for  their  reception,  to  accom¬ 
plish  which  it  was  estimated  a  further  Outlay  of 
£1,040  would  be  required. 

On  the  25th  of  March  1872,  your  Committee 
prepared  and  presented  to  the  Quarter  Sessions 
of  the  County  and  Isle  and  the  Council  of  the 
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Borough  another  Special  Report  (see  page  37) 
which  after  referring  to  their  Special  Report  of 
the  17th  of  April,  1871,  asking  for  a  Grant  of 
£3,100,  stated  that  that  Estimate  did  not  include 
the  Scheme  of  placing  the  Central  Day  Room  on 
the  South  side  of  the  Asylum  as  suggested  by  the 
Commissioners,  which  involved  the  necessity  of 
carrying  the  Building  up  two  storeys  instead  of 
one  and  which  greatly  added  to  the  original  Cost, 
and  after  reporting  the  Fire,  which  took  place 
at  the  Asylum  on  the  12th  of  March  last,  and 
the  Commissioners  and  Mr.  Rawlinson’s  urgent 
suggestions  that  the  Boilers  should  be  removed 

OO 

from  their  present  dangerous  position,  your  Com¬ 
mittee  asked  for  a  further  grant  of  £2,040  to 
carry  out  all  the  alterations  proposed  by  your 
Committee,  and  the  Amendments  suggested  by 
the  Commissioners  in  Lunacy  exclusive  of  the 
Dining  Hall,  but  including  the  sum  of  £1,040 
required  for  removal  of  the  Boilers  and  for  pro¬ 
viding  an  Engine  House  and  refixing  them  therein. 

The  Chairman,  on  the  29th  of  April  last, 
reported  to  your  Committee  that,  after  the  inter¬ 
view  he  had  had  with  Mr.  Rawlinson,  on  the  25th 
of  March  last,  as  to  the  dangerous  position  of  the 
Boilers,  he  appointed  a  Night  Stoker  with  a  view 
of  lessening  the  danger  by  having  a  person  on 
the  spot  at  night  to  watch  the  Boilers  and  to 
render  assistance  if  necessary.  This  appointment 
your  Committee  fully  confirmed  and  a  Stoker  has 
continued  on  night  duty  ever  since. 


As  to  obtain¬ 
ing  a  supply  of 
Water  from  the 
Cambridge 
Waterworks 
Company  in  case 
of  Fire  or  other 
emergency. 


The  Special  Report  of  your  Committee,  of  the 
25th  of  March  last,  was  considered  by  the  Quarter 
Sessions  for  the  County  on  the  lltli  of  April  last, 
who  then : — 

“Resolved  that  this  Court  doth  authorise  the  removal  of  the 
Boilers  as  recommended  by  Mr.  Rawlinson,  tho  Government 
Civil  Engineer,  at  the  estimated  cost  of  £1,040,  '  nd  that  the 
further  consideration  of  the  Report  be  adjourned  to  the  next 
Sessions.” 

The  Town  Council  of  the  Borough  also  con¬ 
sidered  your  Committee’s  Special  Report  on  the 
22nd  of  May  last,  when  it  was  resolyed  : — 

“  That  the  question  be  referred  to  the  General  Purposes 
Committee  for  further  consideration”  (see  page  41). 

On  the  14th  of  May  last  the  Quarter  Sessions 
for  the  Isle  of  Ely  voted  their  Quota  of  the  £1,040 
required  for  removing  the  Boilers  (see  page  44). 

Mr.  Rawlinson  in  his  Report  of  the  27th  of 
March,  1872,  (see  page  34)  having  suggested  that 
the  Asylum  Water  Tank  should  have  been  of 
capacity  to  contain  not  less  than  30,000  gallons 
(instead  of  only  7,000  gallons  the  contents  of  the 
Asylum  Tank)  so  as  to  have  a  reserve  to  prevent 
Sunday  working  and  a  full  volume  for  any  fire 
purposes,  your  Committee  determined  on  applying 
to  the  Cambridge  Waterworks  Company  (who 
supplied  the  Asylum  with  water  for  a  period  of 
seven  years,  ending  the  11th  of  June,  1866,  the 
pipes  then  in  use  being  still  close  to  the  Asylum), 
and  to  ascertain  from  that  Body  what  amount 
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they  would  require  annually  to  allow  a  connexion 
to  be  made  with  those  pipes,  so  that  your  Com¬ 
mittee  could  in  cases  of  emergency  have  recourse 
to  it,  the  quantity  of  water  to  be  thus  consumed 
to  be  ascertained  by  Meter. 

To  this  the  Secretary  to  the  Company  replied 
that  the  Directors  : — 

“Were  not  in  a  condition  to  sufficiently  understand  the 
expression  ‘  emergency,’  but  that  they  were  willing  to  supply 
the  Asylum  with  water  to  be  furnished  through  Meter  according 
to  an  enclosed  scale  of  charges,  with  a  minimum  rate  of 
£12.  10s.  0^.  per  Quarter,  the  Visitors  to  pay  the  cost  of  laying 
the  water  on.” 

These  Terms  were  declined  by  your  Committee. 

The  Report  of  the  General  Purposes  Committee  Suggestion  by 
(to  whom  your  Committee’s  Special  Report  as  to  cZ^luTo/tZ 

i  i  e  j  i  i  p  Camb7  idc/c  Towyi 

the  removal  ot  the  .Boilers  <fcc.  was  referred  by  Council  as  to  the 

J  future  supply  of 

the  Cambridge  Town  Council),  dated  the  12tli  of  Jsyium. t0  the 

June  last,  was  read  (see  page  41)  at  a  Meeting - 

of  your  Committee,  held  24th  of  June  last,  suggest¬ 
ing  that  the  future  supply  of  water  should  be 
obtained  from  the  Cambridge  Waterworks  Company. 

On  the  29th  of  July  last,  your  Committee  pro¬ 
posed  the  following  Resolution  on  the  Motion  of 
the  Mayor  of  Cambridge,  Mr.  Peed : — 

“  That  Mr.  Francis  communicate  with  the  Town  Clerk,  that  the 
Visitors  of  the  Asylum  are  most  anxious  to  remove  the  Boilers  to 
avoid  the  great  danger  that  it  is  stated  exists  and  urging  upon 
the  Town  Council  to  give  their  early  assent  to  the  removal.” 

And,  on  the  30th  of  July  last,  the  Clerk  addressed 
a  Letter  to  the  Town  Clerk  embodying  the  above 
Resolution,  and,  on  the  29th  of  July  last,  the 
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Clerk  to  your  Committee  was  also  instructed  to 
inform  the  Lunacy  Commissioners  in  London  that 
the  Town  Council  had  not  then  sanctioned  their 
Quota  for  the  removal  of  the  Boilers,  but  that 
the  Visitors  had  reason  to  believe  that  it  would 
be  done  in  a  week  or  two. 

On  the  26th  of  August  last  a  Report  from  the 
Town  Council  (dated  the  8th  of  August),  containing 
one  from  the  General  Purposes  Committee  (see 
page  45),  was  also  read,  still  urging  your  Com¬ 
mittee  to  obtain  a  future  supply  of  water  from 
the  Cambridge  Waterworks  Company,  and  setting 
forth  a  long  letter  as  to  Terms  from  the  Secretary 
of  that  Company,  which  was  referred  to  the  Visiting 
Sub-Committee. 

On  the  19th  of  August  last,  two  of  the  Com¬ 
missioners  in  Lunacy  from  London  made  their 
Annual  Inspection  of  the  Asylum  (see  page  48), 
and  on  the  26th  of  that  month  a  letter  from  the 
Commissioners  in  Lunacy,  dated  the  23rd  of  August 
last,  was  read  to  your  Committee  (see  page  51), 
in  which  they  state  that  the  Town  Council  had 
not  voted  their  share  of  the  expense  of  the  removal 
of  the  Boilers,  but  that  they  had  forwarded  to 
them  the  Commissioners  a  Report  shewing  reasons 
for  obtaining  a  supply  of  water  from  the  Water¬ 
works  Company  instead  of  by  Steam  Power. 

On  the  16th  of  September  last  the  Visiting  Sub- 
Committee,  by  the  Chairman,  addressed  a  letter 
to  the  Cambridge  Town  Council  in  reply  to  their 
Report  of  the  8th  of  August  last  (see  page  54). 
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On  the  25th  of  November  last,  a  Report  from 
the  Cambridge  Town  Council  was  read  containing 
a  further  Report  from  their  General  Purposes 
Committee  (in  which  is  transcribed  another  letter 
from  the  Secretary  to  the  Cambridge  Waterworks 
Company)  again  urging  that  the  future  supply  of 
water  to  the  Asylum  should  be  obtained  from  the 
Company  (see  page  52). 

In  reply  to  this  last  Order  of  the  Town  Council, 
your  Committee  unanimously  passed  the  following 
Resolution : — 

“  That  the  Visitors  having  carefully  considered,  in  the  year 
1866,  and  again  in  the  present  year,  the  question  of  taking  the 
Water  Supply  from  the  Cambridge  Waterworks  Company, 
and  the  suggestions  of  the  General  Purposes  Committee  of 
the  Town  Council,  considered  that  it  would  not  be  advantageous 
to  do  so.  They  further  beg  to  urge  on  the  Town  Council  the 
necessity  of  voting  the  money  for  the  purpose  of  removing  the 
Boilers  from  their  present  dangerous  position,  according  to 
the  urgent  suggestion  of  the  Lunacy  Commissioners.” 

A  copy  of  the  above  Resolution  was,  on  the 
19th  of  December  instant,  considered  by  the  Town 
Council  of  Cambridge,  when  they  passed  the 
following  Resolution. 

Resolved  on  the  proposition  of  Mr.  Ranee, 
seconded  by  Mr.  Alderman  Rowe : — 

“That  no  Order  be  made  upon  the  Pesolution  of  the  Com¬ 
mittee  of  Visitors  of  Fulbourn  Lunatic  Asylum  of  the  25th 
of  November  last.” 

On  the  30th  of  December,  1872,  the  following 
Resolution  was  proposed  by  Colonel  Wale,  and 
seconded  by  Mr.  Pell:  — 
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“That  a  copy  of  the  Resolution  of  this  Committee,  passed 
on  the  25th  of  November  last,  and  addressed  to  the  Town 
Council  of  the  Borough  of  Cambridge,  with  reference  to  the 
removal  of  the  Boilers,  together  writh  their  reply  thereto,  be 
forwarded  to  the  Commissioners  in  Lunacy,  the  Board  of  Visitors 
having  no  further  legal  power  to  advance  the  question.” 

The  following  Table  may  be  found  useful,  as 
shewing  the  dates  when  the  respective  Bodies 
voted  their  quotas  of  Grants  required  by  your 
Committee  for  enlarging  the  Asylum  and  removing 
the  Boilers:  — 


County. 

Isle. 

Borough 

29  June, 

1871. 

1 1  April, 

1872. 

13Feb., 

1872. 

14  May, 
1872. 

4  May, 
1871. 

Special  Report  of  the  Visitors  for  Grant  | 
of  £3,100  J 

Special  Report,  25th  March,  1872,  as  to 
£1,040  for  removal  of  the  Boilers 


as  to  rhe  nre  Your  Committee  regret  to  report  that  on 

* _ — - - Tuesday,  the  12th  of  March  last,  about  half-past 

Five  o’clock  in  the  Evening,  a  Fire  broke  out  at 
the  Asylum,  commencing  in  the  Box  Room  ad¬ 
joining  the  Chapel,  and  soon  spread  rapidly  along 
that  Building,  which  was  wholly  destroyed.  Under 
the  circumstances  it  was  fortunate  that  the  Fire 
commenced  in  the  day  time,  before  Kemp,  the 
Engineer,  had  left  the  premises,  as  he  at  once, 
by  means  of  the  pumps,  raised  a  good  supply  of 
water  for  putting  out  the  Fire,  and  great  praise 
is  due  to  him  and  to  Miller,  Banyard,  and 
Cheverton,  for  their  exertions  at  the  Fire  in 
stopping  its  progress.  Thanks  are  also  due  to 
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many  Labourers  and  others  who  volunteered  their 
services,  and  were  very  useful  in  subduing  the 
Fire,  which  was  almost  entirely  confined  to  the 
Chapel.  The  cause  of  the  Fire  was  shewn  to  be 
ignition  of  a  Wooden  Peg  driven  through  the 
Boiler  Flue,  to  which  the  skirting  of  the  Box  Boom 
adjoining  the  Chapel  was  affixed. 

During  the  progress  of  the  Fire  the  Patients 
were  remarkably  quiet,  and  many  of  them  assisted 
in  handing  up  water  to  put  out  the  flames. 

On  the  day  after  the  Fire  Mr.  Bowe,  Architect, 
of  Cambridge,  by  direction  of  your  Committee, 
examined  the  Buildings  damaged  by  the  Fire,  and 
reported  that  he  estimated  the  cost  of  reinstating 
the  Buildings  at  £655.  10s.,  which  amount  was 
approved  by  your  Committee,  and  subsequently 
paid  in  equal  proportions  by  the  Sun,  the 
Norwich,  the  County,  and  the  London  Fire  In¬ 
surance  Societies,  who  jointly  insured  the  Asylum 
Buildings. 

On  the  29th  of  April  last,  your  Committee  con-  As  to  the  Ee- 

^  .  .  storation  of  the 

sidered  the  subject  of  reinstating  the  Chapel  and  ^JleJeBestroyed 

the  Buildings  adjoining  thereto,  which  were - - 

damaged  by  the  Fire,  and  determined  that  the 
same  should  be  restored  by  the  Asylum  Staff  of 
workmen,  with  such  other  assistance  as  should 
be  found  necessary,  under  the  superintendence  of 
Mr.  Bowe  as  Architect,  and  the  supervision  of 
the  \  isiting  Sub-Committee,  a  determination  which 
your  Committee  have  pleasure  in  recording  has 
been  attended  with  satisfactory  results. 

c 
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On  the  27th  of  May  last,  a  Report  from  Mr. 
Rowe  (dated  13th  of  May,  1872)  as  to  the  progress 
of  the  work  of  restoration  of  the  Chapel  was  read 
to  your  Committee,  and  he  therein  stated  that  the 
wood  had  been  selected  and  the  work  proceeded 
with  at  once ;  but  Mr.  Rawlinson  having  recom¬ 
mended  certain  additional  fire  proofing  and  other 
work,  Mr.  Rowe  suggested  that  this  additional 
work  should  be  executed  when  the  work  of  restora¬ 
tion  was  in  progress,  and  in  this  your  Committee 
concurred,  and  accordingly  order  the  fire  proofing 
to  be  carried  out  at  a  cost  not  exceeding  £100, 
which  was  done. 

On  the  26th  of  August  last,  a  Report  from 
Mr.  Rowe  on  the  completion  of  the  restoration  of 
the  Chapel  (dated  22nd  of  August)  was  read  (see 
page  57),  in  which,  after  stating  that  the  works 
necessary  for  restoring  the  Asylum  had  been  well 
and  soundly  executed,  and  that  Messrs.  English, 
of  Wisbech,  supplied  the  wood  required  for  the 
wrork,  Mr.  Hall,  Cambridge,  Mason,  the  stone 
work,  Mr.  Constable,  of  Cambridge,  the  stained 
glass,  and  that  all  other  works  were  executed  by 
the  Asylum  workmen  under  the  superintendence 
of  Mr.  Miller,  the  Carpenter,  he  concluded  as 
follows : 

“  The  Chapel  is  now  in  good  and  substantial  repair,  and  may 
be  used  for  Divine  Service  as  formerly.  I  frequently  inspected 
the  work  during  its  progress,  and  am  happy  to  add  that  the 
total  cost  will  be  under  the  amount  paid  by  the  Eire  Insurance 
Offices,  notwithstanding  the  workmen’s  strike — the  increased 
cost  of  all  building  materials.  It  is  fair  to  remark  that  this 
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result  is  in  great  measure  due  to  the  exertions  of  Dr.  Bacon,  in 
supervising  the  details  of  the  work,  and  the  very  efficient 
assistance  rendered  by  Mr.  Miller.” 


The  Chapel  was  first  used  for  Divine  Service 
after  its  restoration  on  Sunday,  the  1st  of  Sep¬ 
tember  last. 

The  Chapel  and  Buildings  were  restored  at  a 
cost  considerably  below  the  amount  paid  by  the 
Fire  Insurance  Company,  in  consequence  of  the 
unpaid  labour  of  Patients  having  been  employed 
and  the  assistance  afforded  by  Dr.  Bacon  and  Mr. 

Miller  as  noticed  above. 

Your  Committee  may  add  that  the  late  Fire  .A,J°  ths 

J  storation  of  The- 

destroyed  a  quantity  of  Theatrical  Property  em-  DestriyedTyVhi 

ployed  in  Entertainments  for  the  Patients,  which  F^1 _ 

happened  to  be  in  the  Room  in  which  the  Fire 
broke  out,  this  Property  was  not  covered  by  the 
Fire  Insurance  Policies,  but  your  Committee  voted 
the  sum  of  £50  to  Dr.  Bacon  to  replace  that 
destroyed. 

On  the  28th  of  October  last,  on  the  suggestion  ^  Carpenter'1  s 
of  the  Visiting  Sub-Committee,  it  was  ordered  that  ment- 
Mr.  Rowe  be  called  in  to  decide  on  what  Plans 
should  be  adopted  in  enlarging  the  Carpenter’s 
Shops,  which  was  accordingly  done,  and  there 
being  a  quantity  of  surplus  Material  in  hand,  the 
whole  work  was  satisfactorily  carried  out,  including 
the  removal  of  the  Dead  House  to  the  west  corner 
of  the  yard  at  a  cost  not  exceeding  £100. 

On  the  24th  of  June  last,  Mr.  C.  F.  Williams  New  Steward 
(who  had  held  the  office  of  Clerk  and  Steward  of  Apiminted'_ - 


20 


Assistant 
Med  cal  Officer. 


the  Asylum  from  the  13th  of  September,  1869), 
gave  notice  of  his  intention  to  resign  the  office. 
Advertisments  were  subsequently  issued,  which 
resulted  in  125  applications  from  which  5  Candi¬ 
dates  were  selected,  namely  (1)  Henry  Archer, 
late  in  the  Clerk  of  the  Peace’s  Office,  Cambridge ; 

(2)  Thomas  Lenton,  from  the  Northampton  Asylum; 

(3)  J.  H.  Saunders,  from  King’s  College  Hospital, 
London  ;  (4)  E.  Pigott,  from  the  West  Riding  of 
Yorkshire  Asylum,  and  (5)  Robert  Stonehouse, 
from  Morpeth,  all  of  whom  attended  a  Meeting  of 
your  Committee  on  the  29th  of  July  last,  when 
Mr.  Henry  Archer  was  appointed  Clerk  and 
Steward  of  the  Asylum. 

On  the  29th  of  April  last,  a  letter  from  the 
Commissioners  was  read  (dated  23rd  of  April,  1872) 
(see  page  58),  in  which  they  stated  that,  with 
reference  to  previous  recommendations  made  by 
the  Board  for  the  appointment  of  an  Assistant 
Resident  Medical  Officer  for  this  Asylum,  they 
asked  whether  (after  the  recent  alarming  Fire 
there,  while  the  Superintendent  was  absent  in 
London),  your  Committee  could  relieve  the  Com¬ 
missioners’  anxiety  by  an  assurance  that  the  ap¬ 
pointment  of  such  an  Assistant  would  be  no  longer 
delayed.  Your  Committee  passed  a  Resolution 
that  they  would  consider  the  subject  when  the 
enlargement  of  the  Asylum  had  been  decided  upon 
by  the  County,  Isle,  and  Borough.  The  Com¬ 
missioners  in  a  Letter  of  the  23rd  of  August  last, 
see  page  51)  again  alluded  to  the  subject,  but 
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inasmuch  as  the  whole  question  of  the  enlargement 
of  the  Asylum  is  suspended  for  the  reasons  appear¬ 
ing  in  this  Report,  the  subject  has  not  been  further 
considered  by  your  Committee. 

Dr.  Bacon  haying  applied  to  your  Committee 
to  have  without  payment  certain  articles  from  the 
Farm  and  Garden  hitherto  charged  to  him,  the 
subject  was,  on  the  30th  of  December  instant,  con¬ 
sidered  by  your  Committee  and  Dr.  Bacon’s  Salary 
was  increased  £60  per  year*  so  long  as  he  is  the 
sole  Medical  Officer  of  the  Asylum. 

On  the  suggestion  of  Dr.  Bacon,  your  Com¬ 
mittee,  on  the  29th  of  July  last,  order  that  he 
have  discretionary  power  to  increase  the  Salaries 
of  Male  Attendants  to  the  maximum  of  £35  per 
annum  instead  of  £30  as  formerly,  and  to  Female 
Attendants  to  £22  per  annum  instead  of  £18  as 
formerly.  On  the  30th  of  September  last  your 
Committee  increased  the  wages  of  the  Engineer 
from  32^  to  355  per  week,  and  on  the  same  day 
your  Committee  increased  the  Salary  of  Joseph 
Cheverton,  the  Porter  of  the  Asylum  (who  has 
held  that  Office  from  the  opening  of  the  Asylum 
in  1858),  from  £35  to  £52  per  annum,  he  finding 
his  own  liveries,  which  were  heretofore  provided 
for  him  by  the  Asylum. 

Your  Committee  regret  to  have  to  record  a 
few  instances  of  misconduct  by  Attendants  at  the 
Asylum,  and  hope  that  the  prompt  and  decisive 

*  1  he  words  in  italics  were  subsequently  omitted  by  order  of  the 
Visitors. 


Salaries  of  Offi¬ 
cers  and  Wages 
of  Attendants  <$• 
others  Raised. 


Misconduct  of 
Attendants. 


Brains. 


£2 

measures  adopted  at  the  time  will  have  a  salutary 
effect  on  those  remaining  in  the  Asylum. 

The  first  case  was  that  of  Mary  Steele,  a 
Female  Attendant,  who  on  the  29th  of  January 
last  was  summarily  dismissed  from  the  Asylum  by 
the  Chairman  for  illtreating  Patients  under  her 
charge  and  other  misconduct.  At  the  same  time  the 
(  h airman  thought  it  necessary  to  caution  another 
Female  Attendant  named  Livermore.  The  dismissal 
of  Mary  Steele  was  confirmed  by  your  Committee. 

On  the  28th  of  October  last,  Dr.  Bacon,  through 
the  Visiting  Sub-Committee,  recorded  a  gross  case 
of  insubordination  and  misconduct  by  a  Male 
Attendant  named  George  Bly thing,  and  a  Female 
Attendant  named  Ellen  Ransom.  It  appeared  that 
certain  irregularities  were  discovered  at  the  Attend¬ 
ant’s  Mess  Table,  upon  which  Dr.  Bacon  ordered 
tli at  the  Female  Attendants  should  take  their  Meals 
in  the  Wards.  This  order  was  defaced  by  Blything, 
who  was  at  once  dismissed  by  Dr.  Bacon,  and  the 
Female  Attendant,  implicated  with  him,  left  the 
Asylum  of  her  own  accord.  Dr.  Bacon’s  conduct  in 
the  matter  was  fully  approved  by  your  Committee. 

On  the  19th  of  December,  1871,  a  Report  from 
the  Visiting  Sub-Committee  was  read,  in  which 
they  stated  that  Dr.  Bacon  had  drawn  their  atten¬ 
tion  to  the  defective  state  of  the  Drains  and  Water- 
Closets  of  both  sides  of  the  Asylum,  and  that  the 
escape  of  the  effluvium  was  extremely  dangerous 
to  the  Inmates.  Upon  this  Mr.  Richard  Reynolds 
Rowe  was  instructed  to  examine  the  same  and 
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Report  thereon,  which  he  did,  confirming  Dr. 
Bacon’s  statement  in  every  particular  and  suggest¬ 
ing  an  effective  remedy  for  the  defects. 

The  whole  question  of  Drainage  and  Sewage 
of  the  Asylum  was  referred  to  the  Visiting  Sub- 
Committee,  who  with  Mr.  Rowe’s  supervision  satis¬ 
factorily  carried  out  the  work  suggested. 

The  use  of  Australian  Meat,  in  the  Asylum,  as 
noticed  by  your  Committee  in  their  last  Annual 
Report,  having  been  found  satisfactory,  they,  on 
the  29th  of  January  last,  ordered  that  the  Steward 
use  Australian  Meat  (in  tins)  for  dinners  for  the 
Patients  in  the  Asylum  during  five  days  in  a 
fortnight,  to  be  selected  by  Dr.  Bacon  ;  the  result 
being  a  diminution  in  the  cost  of  Butchers’  Meat. 

The  following  is  a  Summary  from  the  annual 
Returns  of  Lunatics  and  Idiots  chargeable  to 
Unions  in  the  County,  Isle,  and  Borough,  on  the 
31st  of  December,  1871  :  — 


Males. 

Females. 

Total  1871. 

Total  1870. 

In  the  Asylum .  . . 

122 

125 

257 

266 

In  other  Asylums  . 

1 

1 

2 

2 

In  Workhouses . . 

30 

35 

65 

60 

With  Friends  elsewhere  . 

42 

53 

95 

95 

195 

224 

419 

423 

On  comparing  the  above  figures  with  those  for 
1870,  it  will  be  found  that  the  number  of  Patients 
in  the  Asylum  on  the  31st  of  December,  1871, 
was  9  less  than  those  in  1870,  and  this  decrease 
is  as  follows  :  — 


Australian 

Meat. 


Statistics  of 
Lunatics  in  the 
County,  Isle,  and 
Borough. 
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1871. 

1870. 

Increase 

Decrease. 

The  County  . 

109 

Ill 

«  • 

2 

The  Isle . . 

93 

102 

•  • 

9 

The  Borough  . . . 

53 

55 

2 

•  • 

2 

11 

2 

9 

The  number  of  Lunatics  and  Idiots  in  work¬ 
houses,  and  with  friends,  was  nearly  the  same  in 
1871  as  in  1870. 

Patievts ’  Cost  Your  Committee  beg  to  report  that  they  have, 

of  \1  aintenance.  .  ..  .  pi 

- - with  the  exception  ot  the  quarter  ended  30th  ot 

March  of  the  present  year  (when  the  charge  was 
10s.  6d.  per  head  per  week),  been  enabled  to 
preserve  one  uniform  rate  of  11s.  Id.  per  head 
per  week  for  maintenance  of  Pauper  Patients 
chargeable  to  the  County,  Isle,  and  Borough. 
orders  made  Pursuant  to  the  38th  Section  of  the  Lunacy  Act 

01/  the  Committee  J 

7fthtZrc cZmty,  1853,  your  Committee  have,  during  the  past  year, 

isie  § Boi ough.  jgSueq  or(jers  on  the  respective  Treasurers  of  the 

County,  Isle,  and  Borough,  for  u  Landlord’s 
Repairs, ”  the  under  mentioned  amounts  •  in  the 
proportions  appearing  below  : — 


1872. 

County. 

Isle. 

Boroug 

h. 

Total. 

£. 

s. 

d. 

£. 

s. 

d. 

£. 

s. 

d. 

£. 

s. 

d. 

February  26th  .. 

128 

6  10 

99 

16 

5 

42 

15 

7 

270 

18 

10 

May  27th . . 

192 

5 

2 

149 

10 

9 

64 

1 

9 

405 

17 

8 

August  26th  ... 

115 

13 

9 

89 

19 

7 

38 

11 

3 

244 

4 

7 

November  25th . . 

93 

0 

8 

72 

7 

2 

31 

0 

2 

196 

8 

0 

529 

6 

5 

411 

13 

11 

176 

8 

9 

1117 

9 

1 
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The  following’  table  shews  the  number  of  Patients  in  the 

°  Asylum. 

Patients  recorded  in  your  Committee’s  Minute  — 

Book,  as  being  in  the  Asylum  at  their  several 
Meetings  throughout  the  past  year  : — - 
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From  an  attentive  consideration  of  the  fore¬ 
going  statements  it  appears  evident  that  in  the 
present  state  of  the  Law  (vide  secs.  31  and  45  of 
the  Lunatic  Asylums  Act  1853),  no  work  however 
necessary,  no  undertaking  however  urgent  can 
be  carried  out  in  this  Institution  without  the 
unanimous  consent  of  four  district  authorities, 
(viz.),  the  Courts  of  Quarter  Sessions  of  the  County 
and  Isle  respectively,  the  Town  Council  of  the 
Borough,  and  the  Commissioners  in  Lunacy  in 
London  ;  and  the  conflicting  opinions,  as  well  as 
interests  of  those  bodies,  render  the  speedy  and 
satisfactory  completion  of  any  work,  however  ex¬ 
pedient,  a  matter  of  the  greatest  difficulty ;  and 
in  the  present  instance  the  delay  in  proceeding 
with  the  proposed  enlargement  of  the  Building 
for  the  last  18  months  will  be  found  to  have 
enhanced  the  cost  of  the  work  (from  the  rise  of 
the  prices  of  labour  and  materials)  not  less  than 
20  per  cent. 

In  order  to  shorten  this  Report,  as  much  as 
possible,  the  copies  of  all  Reports  and  corre¬ 
spondence  therein  referred  to  have  been  omitted, 
but  they  will  be  given  extenso  by  way  of  Appendix, 
when  the  Report  is  printed,  together  with  the 
Reports  of  the  Medical  Superintendent  and 
Chaplain,  and  the  Asylum  Accounts. 

C.  R.  PEMBERTON, 

Chairman. 

The  Asylum,  Fullourn, 

30 th  December,  1872. 
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APPENDIX 

TO  THE 

FIFTEENTH  ANNUAL  REPORT 

OF  THE 

COMMITTEE  OF  VISITORS. 


Containing  Copies  of  Reports  and  Correspondence  therein 

referred  to. 


Office  of  Commissioners  in  Lunacy, 
19,  Whitehall  Place,  S.W. 

.14,  March,  1872. 


Commissio7iers) 
remarks  on  Plans 
referred  to  at 
page  7. 


I  am  directed  to  forward  for  the  information 


the  accompaning  copy  of  a  Memorandum  made  by  two 
Members  of  the  Board  after  an  interview  with  the  Medical 


Superintendent  and  Architect  of  the  Cambridgeshire  Asylum 
on  the  12th  inst. 

I  am,  Sir, 

Your  obedient  Servant, 

CHABLES  PALMEB  PHILLIPS, 

Secretary. 

Clement  Francis,  Esq., 

Clerk  to  the  Visitors, 

Cambridge  Asylum. 


Memorandum. 


The  Cambridge  Asylum ,  Proposed  Enlargement. 


12  March,  1872. 


l)r.  Bacon,  the  Superintendent,  and  Mr.  Pritchett,  the 
Architect,  attended  this  day,  by  appointment,  to  submit  Plans 
for  certain  additions  and  improvements  proposed  to  be  made 
on  the  Male  Side,  at  the  Cambridge  County  Asylum.  The 
alterations  comprise  an  enlargement  of  the  Hay  Boom  Space, 
new  Single  Booms,  a  General  Bath  Boom  and  Water 
Closets,  a  Common  Bining  Boom  for  Men,  and  a  Corridor 
of  Communication. 
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The  mode  in  which  the  additional  accommodation  is  pro¬ 
posed  to  be  provided  at  the  Western  extremity  of  the 
Building  appeared  on  the  whole  to  be  satisfactory,  provided 
a  Bath  Boom  be  added  to  the  Plans,  but  as  regards  the 
rest  of  the  Design  we  were  unable  to  give  our  approval  for 
the  following  reasons : 

The  proposed  addition  to  the  Central  Day  Boom  will 
be  most  gloomy  unless  lighted  from  the  roof,  a  mode  at 
all  times  objectionable.  The  Fire-places  will  be  in  very 
inconvenient  positions.  The  space  at  the  back  of  the  main 
Building  will  be  much  blocked  up  by  this  projection,  and 
will  be  still  further  restricted  by  the  New  Water  Closets,  &c. 
and  the  intended  Corridor  of  Communication. 

To  remedy  these  defects  we  have  suggested  that  the 
addition  to  the  Central  Day  Boom  should  be  made  on 
the  Front  or  South  Side,  that  the  position  of  the  Bath  Boom 
should  be  altered  and  brought  close  to  the  Ward,  and  that 
the  Water  Closets  should  be  built  adjoining  it.  The  pro¬ 
jection  of  the  Day  Boom  to  the  South  would  involve  the 
carrying  up  of  the  Building  two  Stories,  but  the  space 
thus  obtained  would  we  think  prove  most  useful  and  afford 
better  means  for  classification.  We  also  recommend  that 
the  Corridor  of  Communication  be  made  straight  throughout, 
and  that  its  Boof  be  kept  as  low  as  possible. 

As  regards  the  proposed  Dining  Boom,  we  think  that 
it  will  be  most  unsuitable  for  its  purpose,  although  55  feet 
long  by  44  feet  wide,  it  will  only  be  10  feet  6  inches 
high  to  the  Wall-Plate  and  6  feet  more  to  the  Tie-Beam, 
where  it  will  be  Ceiled,  the  effect  of  such  a  Boom  would 
be  so  bad,  the  Ventilation  would  be  so  difficult  and  it  would 
be  so  useless  for  purposes  of  Associated  Becreation,  that  we 
are  of  opinion  that  it  would  be  most  unwise  to  incur  any 
expense  in  the  formation  of  an  Apartment  which  we  are 
well  assured  would  be  found  in  use  eminently  unsuitable  and 
unsatisfactory.  Moreover  one  of  the  Gables  when  executed 
would  be  within  about  20  feet  of  the  North  Window  of  a 
large  Day  Boom,  greatly  diminishing  the  Light  and  obstruct¬ 
ing  the  Ventilation. 

We  are  of  opinion  that  a  Central  Dining  and  Becreation 
Boom,  in  which  both  >Sexes  can  be  assembled,  is  most  im¬ 
portant  in  all  Asylums*  we  would  therefore  strongly  advise 
that  the  present  plan  of  making  a  Boom  for  Males  only  should 


be  abandoned,  and  that  a  General  Recreation  Hall  should 
be  provided,  for  even  if  some  delay  should  be  necessary  in 
carrying  out  the  design.  Omitting  therefore  for  the  present 
all  consideration  in  regard  to  a  Dining  Room,  we  have 
pointed  out  to  Mr.  Pritchett  how,  in  our  opinion,  the  other 
alterations  may  be  carried  out,  and  he  has  undertaken  to 
furnish  sketches  of  the  suggested  alteration,  and  to  make 
a  rough  calculation  of  the  increased  cost  (if  any)  which 
would  be  incurred. 


Office  of  Commissioners  in  Lunacy, 
19,  Whitehall  Place,  S.W., 
March  21st,  1872. 

Sir, 

The  Commissioners  in  Lunacy  direct  me  to  forward 
the  accompanying  Memorandum  of  a  further  interview  held 
this  day  between  themselves  and  Mr.  Pritchett,  the  Architect, 
at  which  Colonel  Wale  was  also  present.  You  will  have 
the  goodness  to  lay  the  Memorandum  before  the  Committee 
of  Visitors  at  their  next  Meeting. 

I  am,  Sir. 

Your  obedient  Servant, 
CHARLES  PALMER  PHILLIPS, 

Clement  Francis,  Esq.  Secretary. 


Letter  from  the 
Commissioners 
referred  to  at 
page  8. 


Office  of  Commissioners  in  Lunacy, 
19,  Whitehall  Place,  S.W., 

21  March,  1872. 

Memorandum. 

The  Cambridgeshire  Asylum ,  Plans  for  Proposed  Additions. 

Mr.  Pritchett  attended  at  the  office  this  day,  by  appoint¬ 
ment,  to  submit  the  Sketches  which  he  had  undertaken  to 
prepare,  with  a  view  of  showing  in  what  manner  the  sug¬ 
gestions  made  at  our  previous  interview  might  be  carried 
out.  Colonel  Wale,  one  of  the  Committee  of  Visitors, 
was  present  at  the  desire  of  Major  Pemberton,  the  Chairman, 
who  was  unable  to  attend. 

We  think  that  the  Alterations  thus  made  are  great 
Improvements  upon  the  Original  Design,  and  if  the  Visitors 
concur  with  this  View,  so  far  as  the  Wards  are  concerned, 
we  shall  be  prepared  to  recommend  the  Plans  for  the  ap¬ 
proval  of  the  Secretary  of  State. 
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As  regards  the  New  Infirmary  Wing,  we  are  of  opinion 
that  it  should  be  carried  out  as  originally  designed. 

Mr.  Pritchett  has  also  shown  in  what  manner  and  in  what 
position  a  General  and  Central  Dining  Hall  might  be  pro¬ 
vided,  and  appears  to  have  overcome  the  difficulties  attending 
the  subject  with  much  success. 

In  a  letter  fi;om  the  Clerk  to  the  Visitors,  dated  the 
19th  inst.,  he  forwarded  a  Resolution  passed  at  their  last 
Meeting,  in  which  referring  to  the  Fire  which  has  destroyed 
a  portion  of  the  Chapel,  they  directed  Mr.  Pritchett  to 
ascertain  whether  the  altered  circumstances  at  the  Asylum 
affected  the  observations  and  suggestions  made  by  us  when 
the  Plans  were  first  submitted. 

So  far  as  we  can  ascertain  from  the  Report  of  Mr.  Rowe, 
the  Architect,  who  has  examined  the  Premises  in  the 
neighbourhood  of  the  Fire,  the  Removal  of  the  Boilers 

from  their  present  position  in  the  centre  of  the  Building  is 

a  matter  of  the  utmost  importance.  Should  this  be  carried 
out,  the  difficulties  previously  existing  in  reference  to  the 
erection  of  a  Central  Dining  Hall,  would,  for  the  most  part, 
be  removed,  and  we  can  see  no  reason  whatever  why  the 
Scheme  should  not  be  carried  out.  Mr.  Pritchett  seems  to 
think  that  the  expense  of  building  a  room  of  suitable  size 

would  not  exceed  £1,200,  or  about  double  the  cost  of  the 

proposed  conversion  of  the  Men's  Workshop  Block. 

We  have  already  pointed  out  the  many  objections  which 
exist  to  this  conversion,  both  as  regards  the  obstruction  of 
light  and  air  to  the  Wards  and  the  entire  unsuitableness 
of  the  proposed  room  for  a  General  Dining  and  Recreation 
Hall. 

There  will,  no  doubt,  ere  long  be  a  necessity  for  an 
Enlargement  on  the  Women’s  Side,  and  should  a  Second 
Dining  Room  for  them  be  erected,  the  cost  of  the  two  un¬ 
suitable  rooms  would  be  equal  to  that  of  the  Central  Hall. 

We  are  of  opinion,  therefore,  that  the  altered  circum¬ 
stances  consequent  upon  the  recent  Fire  do  very  materially  affect 
this  question,  and  we  would  very  strongly  recommend  that 
the  erection  of  a  suitable  Central  Dining  and  Recreation 
Hall  should  form  part  of  the  present  Scheme  of  Enlargement, 
whereby  ultimately  a  saving  of  expense  will  be  effected, 
as  the  Contractor’s  u  Plant  ”  will  be  on  the  spot,  and  a  more 
economical  Contract  could  be  made,  whilst  the  confusion 
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consequent  upon  building  operations  would  be  more  speedily 
at  an  end. 

With  a  view  of  deciding  how  far  the  Removal  of  the 
Boilers  and  Flues  from  the  centre  of  the  building,  is  a 
question  involving  the  safety  of  the  Asylum  and  some  of 
its  Inmates,  we  have  requested  Mr.  Rawlinson,  the  Civil 
Engineer,  to  make  a  personal  examination,  and  report  the 
result  to  our  Board. 


To  the  Visitors  of  the  Cambridgeshire  and  Isle  of  El  u  Lunatic  Mr.  Pritchett's 
Asylum ,  assembled  at  a  Monthly  meeting ,  this  Moth  day  of  to  at  pages. 
March ,  1872. 

Gentlemen, 

Some  re-arrangement  of  the  Plans  approved  at 
your  Meeting  on  the  17th  of  April,  1871,  being  suggested  by 
the  Commissioners  in  Lunacy.  I  have  to  state  that  they 
recommend  the  enlargement  of  one  of  the  Ground  Floor  Bay 
Booms  by  bringing  it  out  .Southward  instead  of  Northward, 
and  carrying  it  up  both  stories,  as  shewn  on  the  accompanying 
Plan  and  Elevation. 

The  Bath  Boom  can  then  be  formed  by  an  enlargement 
and  extension  of  the  present  one,  with  W.  C.’s  and  Lavatory 
on  one  side  of  it ;  and  a  passage  into  the  Corridor  on  the 
other,  as  shewn  on  the  Plan. 

The  Commissioners  consider  that  the  space  over  the  en¬ 
larged  Bay  Boom  alluded  to  will  be  useful,  and  will  to  some 
extent  restore  the  loss  of  Bay  Space  taken  from  the  first  floor. 

The  arrangements  of  the  new  Infirmary  Wards,  as 
designed  last  year  meet  with  approval  by  the  Commissioners, 
and  they  consider  it  very  desirable  to  complete  these  Wards 
as  designed. 

The  Corridor  (and  its  arrangements')  also  meets  approval 
until  it  reaches  the  proposed  Bining  Hall  for  the  Males. 

The  proposed  Bining  Hall  being  formed  out  of  additions  to 
the  several  Workshops  does  not  meet  with  favour;  those 
buildings  as  to  height  and  construction  being  in  the  opinion 
of  the  Commissioners  ill-adapted  for  such  a  purpose. 

The  obstruction  to  the  light  of  the  present  Bay  Booms  by 
the  proposed  Bining  Hall  is  also  remarked  upon. 

Any  interference  with  the  Workshops  is  objected  to. 

The  construction  of  a  General  Bining  Hall  for  both  Males 


and  Females  is  strongly  urged  in  preference  to  one  for  Males 
only. 

If  the  Corridor  is  carried  on  further  and  a  General  Dining 
Hall  is  built  as  shewn,  it  will  meet  with  the  entire  approba¬ 
tion  of  the  Commissioners. 

A  good  Lobby  will  be  the  approach  to  the  Dining  Hall 
for  the  Males. 

A  Visitors’  Boom  of  fair  size  and  in  a  good  position  can 
also  be  obtained  as  shewn. 

The  back  entrance  for  Tradesmen  and  Visitors  will  not  be 
interfered  with,  and  the  Kitchen  Court  and  itshEntrances  will 
be  available  for  sundry  purposes  as  at  present. 

The  Females  will  have  a  separate  approach  on  the  oppo¬ 
site  side  by  a  slight  alteration  of  the  Stairs  to  the  Basement. 

A  Serving  and  Washing-up  Boom,  and  a  China  Boom 
will  be  formed  in  connection  with  the  New  Hall  as  also  other 
conveniences. 

It  may  be  remarked  that  the  Kitchen  and  Culinary 
arrangements  lie  well  for  the  New  Dining  Hall  in  the  position 
proposed,  and  as  exhibited  on  the  Plan. 

The  light  to  the  existing  buildings  will  scarcely  be  inter¬ 
fered  with  at  all. 

The  Fire  having  partially  destroyed  the  Chapel  will  not 
affect  the  alterations ;  as  from  its  position  it  is  not  available 
for  what  is  now  wanted,  unless  the  whole  of  the  Kitchen 
department  is  remodelled. 

The  three  Steam  Engine  Boilers  are  under  the  centre  of 
the  buildings ;  it  would  be  desirable  to  erect  a  suitable 
Engine  House,  Chimney,  and  Boiler  Boom  at  a  distance, 
as  shewn  on  Plan.  The  recent  Fire  is  strongly  corroborative 
of  this  opionion,  which  is  entertained  by  the  Commissioners. 

Touching  upon  Mr.  Bowe’s  excellent  Beport  upon  the 
Fire  and  its  origin,  I  consider  that  sufficient  margin  has 
not  been  allowed  in  his  estimate  for  expenses,  contingent 
upon  the  cost  of  renovation,  e.g.  the  cast  iron  may  have  been 
damaged  by  the  water  thrown  upon  it  whilst  in  a  heated  con¬ 
dition,  causing  cracks  and  damage  not  visible  to  the  eye. 

I  have  the  honour  to  be, 

Gentlemen, 

Your  obedient  Servant, 

G.  E.  PBITCHETT, 

Architect. 
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Cambridgeshire ,  Isle  of  Ely,  and  Borough  of  Cambridge  Pauper 
Lunatic  Asylum  situate  at  Fulbourn.  Report  on  the  position 
and  arrangement  of  the  Steam  Boilers  at  the  Fulbourn 
Asylum ,  Cambridge.  By  Robert  Rawlinson,  C.B.,  C.E. 

27th  March,  1872. 

To  the  Commissioners  in  Lunacy . 

My  Lord  and  Gentlemen, 

On  the  22nd  inst.  there  were  forwarded  to  me 
by  C.  P.  Phillips,  Esq.,  certain  Reports,  one  by  Dr.  Bacon 
the  Medical  Superintendent,  and  one  by  R.  Reynolds  Rowe, 
Esq.,  Architect,  relative  to  a  Eire  which  had  recently  taken 
place  at  the  Asylum;  my  instructions  being,  that  I  would 
proceed  to  the  place  and  examine  certain  Steam  Boilers  in 
their  present  position  (which  is  within  the  walls  of  the 
j  Asylum),  and  soon  as  practical,  report  to  you  as  to  the  fitness 
and  safety  or  otherwise  of  such  arrangement. 

On  the  25th  inst.  I  proceeded  to  the  Asylum,  and  met 
Dr.  Bacon,  Mr.  Rowe,  and  G.  E.  Pritchett,  Esq.,  Architect. 
In  company  with  these  gentlemen  I  looked  over  the  Plans 
of  the  Building,  and  then  proceeded  to  examine  the  site  of 
the  Steam  Boilers,  as  also  the  ruins  made  by  the  recent  Fire. 

The  Steam  Boilers  now  used  for  the  several  purposes  of 
the  Steam  Engine  Power  for  Pumping  Water,  for  Cooking 
i  and  for  Laundry  purposes,  as  also  for  warming  the  Building, 

:  are  situate  in  vaults  or  cellars  at  the  centre  of  the  Building 
under  the  Kitchen  and  Attendant’s  Mess  Room.  A  square 
Tower  rises  above  this  portion  of  the  Building,  having  groups 
of  Common  House  Flues  carried  up  in  the  angle  piers,  these 
Flues  being  of  the  ordinary  dimensions,  14  in.  by  9  in.,  and 
having  terra  cotta  tops  8  inches  square.  There  are  4|  in. 
Mid-Feathers  betwixt  the  Flues  and  on  the  Corridor  side  above 
the  basement  the  wall  is  only  4|in.  brick  thick,  these  Flues 
cannot  have  been  designed  for  such  Steam  Boilers  as  are 
now  in  use,  because  they  are  much  too  small  for  such  a 
purpose,  and  the  common  bricks  are  poor  of  their  sort,  set  in 
ordinary  lime  mortar,  the  brickwork  is  also  far  too  thin 
for  a  Steam  Boiler  Furnace  Flue,  if  even  the  best  materials 
had  been  used. 

The  Cellars  or  Vaults  are  below  the  surface  of  the  ground 
some  10  ft.,  so  that  the  Steam  Boilers  are  enclosed  in  on 
every  side,  and  should  an  explosion  at  any  time  unfortu- 
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nately  take  place,  the  effects  must  be  expended  upwards, 
like  the  exploding  of  a  buried  bombshell  or  torpedo,  such 
an  explosion  might  bring  all  above  down,  including  the  Bell 
Turret,  the  Tower  and  Water  Tank,  in  one  common  ruin. 

The  Asylum  has  been  in  use  about  14  years.  In  the 
first  instance  several  small  boilers  (4)  having  comparatively 
small  furnaces,  were  used  for  the  ordinary  requirements  of 
Warming,  Cooking,  and  Washing.  Water  was  at  this  time 
obtained  from  the  Cambridge  Waterworks  Company  by 
contract,  subsequently  this  contract  ending,  and  the  Com¬ 
pany  making  extravagant  demands  for  their  AVater,  the 
Asylum  Committee  sunk  a  Well  on  the  premises,  and  put 
down  pumps  which  were  worked  by  a  capstan  ;  this  mode  of 
obtaining  water  was  however  given  up,  and  in  1867,  the 
existing  Well,  Steam  Engine,  Pumps,  Fittings,  and  Engine- 
House  were  established. 

The  Boilers  now  in  use  are  high  pressure,  working  to 
about  30  lbs.  on  the  inch. 

The  Steam  Engine  is  a  small  Horizontal  of  4-horse  power. 
But  the  power  will  be  as  the  pressure  of  the  steam  used  for 
the  time. 

The  Well  is  about  40  ft.  deep,  sunk  into  the  water 
bearing  strata  composed  of  lime  stone,  the  water  is  conse¬ 
quently  hard,  the  Water  is  lifted  into  the  Tank  which  is 
75  feet  above  the  ground. 

The  Tank  is  of  cast  iron,  it  is  within  the  Tower,  and 
rests  on  beams  of  wood.  It  contains  when  full  about  7000 
gallons,  the  volume  pumped  per  day  is  from  16000  to  20000 
gallons,  or  more  than  twice,  and  at  intervals  nearly  three 
times  the  capacity  of  the  Tank. 

Engineer  and  Stoker  both  live  out  of  the  house,  and 
leave  the  premises  for  some  twelve  hours  each  day  without 
protection,  so  that  a  fire  might  occur  in  the  night,  and  the 
water  in  the  small  tank  be  run  out  before  steam  could  be 
got  up  to  replenish  it. 

The  Tank  should  have  been  of  capacity  to  contain  not 
less  than  30,000  gallons,  so  as  to  have  provided  a  reserve  to 
prevent  Sunday  working  and  a  full  volume  for  any  fire 
purposes.  Such  a  Tank  could  have  been  placed  on  the 
existing  Tower  under  modified  arrangements. 

The  existing  state  of  things  as  regards  the  Steam  Boilers 
now  in  use  has  been  of  gradual  growth.  The  Plans  as 
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first  submitted  and  sanctioned,  only  showed  ordinary  Flues 
i  provided  for  four  small  Steam  Boilers  to  be  used  exclusively 
for  Asylum  household  purposes,  each  Boiler  Furnace  had 
its  own  proper  Flue,  which  was  then  considered  sufficient. 
The  four  Small  Boilers  were  however  found  to  be  very  costly 
in  fuel,  and  about  twelve  years  since  they  were  replaced 
by  two  of  larger  dimensions.  These  are  each  10  ft.  long 
by  4  ft.  diameter,  having  a  central  Furnace  and  Flue,  and 
are  set  in  brickwork ;  as  they  have  been  in  use  about  twelve 
years,  it  has  been  found  necessary  to  make  repairs  to  the 
Plates  which  can  be  seen. 

What  condition  the  Plates  are  in  where  they  are  hidden 
by  the  brickwork  of  the  setting,  it  is  impossible  to  say.  That 
j  they  have  lost  much  of  their  original  strength  is  quite 
certain.  * 

The  new  Steam  Boiler  very  recently  put  up  is  much 
larger  than  the  other  two,  as  it  is  15  ft.  long  by  5  ft.  diameter, 
having  an  Internal  Furnace  and  Flue,  and  with  steam  at 
a  pressure  of  30  lbs.  to  the  inch,  it  is  called  a  12-horse  power 
Boiler.  An  ordinary  Chimney  Flue  of  common  bricks 
14  in.  by  9  in.  is  made  to  receive  the  intense  heat  generated 
i  in  such  a  Furnace,  and  the  consequences  are,  that  the  inside 
of  the  Flue  is  heated  far  beyond  the  resisting  power  of 
the  common  bricks  and  common  mortar,  and  in  the  Cor¬ 
ridor  above  the  Basement,  the  face  of  the  4|  in.  wall  of 
the  Flue  becomes  perceptibly  very  hot.  On  both  sides  of 
this  Flue  there  is  woodwork  in  contact  with  the  heated 
bricks,  as  at  the  Wainscoting  of  the  Chapel  and  the  Skirting 
and  Flooring  Boards  of  the  Inner  Corridor ;  the  Flues  also 
rise  to  a  Flying  Buttress  from  Corridor  Wall  to  Tower,  and 
at  this  point  the  Poof  Timbers  of  the  Chapel  were  in  contact 
with  the  heated  brickwork  ;  that  a  fire  should  have  taken 
place  is  not  surprising,  such  contingency  having  been  amply 
provided  for  by  the  malarrangements  described. 

Some  five  years  since,  part  of  the  Chapel  Wainscoting 
caught  fire,  about  9  o’clock  in  the  morning,  from  one  of  the 
small  Boiler  Flues  then  in  use,  fortunately  it  was  imme¬ 
diately  observed  and  was  soon  extinguished. 

The  building  is  partially  fire-proof  on  Fox  and  Barrett’s 
plan,  or  the  entire  establishment  might  have  been  consumed 
by  this  recent  fire ;  the  principles  of  fire-proof  construction 
have,  however,  been  sadly  neglected  in  driving  wedges  of 
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wood  into  the  brick  joints  of  Chimney  Flues,  and  in  nailing 
Wainscoting,  Skirting,  Flooring  Boards,  and  Roof  Timbers 
in  contact  with  large  Kitchen  and  Steam  Boiler  Flues,  such 
as  those  described. 

Conclusions. 

1.  That  from  an  examination  of  the  Building,  I  come 
to  the  conclusion,  that  the  existing  arrangement  having 
large  Steam  Boilers  in  Cellars  within  and  beneath  the 
central  and  main  part  of  the  Building,  could  not  at  first  have 
been  contemplated  by  the  Architect,  and  was  not  there¬ 
fore  sanctioned  by  the  Commissioners  ;  the  Flues  are  ordi¬ 
nary  House  Fire  Flues,  and  in  no  respect  fitted  to  be  used 
for  large  12-horse  Steam  Boiler  Furnace  purposes. 

2.  That  the  Steam  Boilers  and  Steam  Engine  ought 
not  to  be  placed  within  the  Main  Building  in  such  position, 
that  with  an  explosion  the  effect  must  be  expended  upwards, 
so  as  not  only  to  bring  the  building  above  to  ruin,  but  to 
bury  Boiler  and  Engine  at  the  same  time. 

3.  That  Steam  Boilers  ought  to  be  away  from  the  main 
Building,  and  beneath  a  Shed  Roof. 

4.  That  Steam  Boilers,  such  as  those  now  in  use,  require 
a  proper  Engine  Chimney,  which  had  better  be  a  detached 
Shaft. 

5.  That  the  Wainscot,  Skirting  Boards,  and  Floor 
Boards,  over  or  near  any  Flues,  had  better  be  removed, 
and  the  Wall  be  made  good  with  Cement  and  the  Floors 
with  Concrete. 

Recommendation. 

I  beg  to  recommend,  that  the  Steam  Boilers  and  Steam 
Engine  now  in  use  and  situate  in  the  Cellars  beneath  the 
central  and  main  part  of  the  Asylum  Buildings  as  described, 
be  removed  as  soon  as  practicable,  and  be  placed  in  separate 
buildings  with  Shed  Roofs  to  insure  the  safety  of  the  main 
Building  and  to  prevent  destruction  to  human  life. 

I  have  the  honor,  &c., 

ROBERT  RAWLINSON. 

Appendix. 

The  Water  at  Fulbourn  Asylum  is  hard  with  Salts  of 
Lime,  this  tends  to  deposit  by  boiling,  and  the  lime  and 
dirt  fur  both  the  Boilers  and  the  Pipes  leading  to  and  from 
them  j  hard  water  is  therefore  a  source  of  danger  to  High 
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Pressure  Steam  Boilers,  because  there  is  a  certainty  of 
deposit  on  and  over  the  bottom  Plates,  and  the  Feed  Pipe 
may  also  gradually  be  diminished  by  this  lime  deposit. 

Explosions  of  Steam  Boilers  take  place  from  several 
causes,  as  when  the  Plates  are  coated  by  lime  or  dirt  deposit 
they  burn  out  and  wear  thin,  and  if  at  any  time  the  feed 
of  water  is  diminished  so  as  to  bring  it  (the  water)  below 
the  Furnace  and  Flue  Plates,  and  these  become  red  hot, 
an  explosion  takes  place  of  the  most  destructive  character. 

B.  B. 


To  Her  Majesty's  Justices  of  the  Peace  for  the  County  of  o 

Cambridge  and  Isle  of  Ely  respectively ,  in  Quarter  Sessions  25th  March,  1872! 
assembled ,  and  to  the  Toion  Council  of  the  Borough  offfff'j  t0  at 
Cambridge.  - 

The  Committee  of  Visitors  of  the  Cambridgeshire ,  Isle  of 
Ely ,  and  Borough  of  Cambridge  Pauper  Lunatic  Asylum , 
beg  to  Report  as  follows : 

On  the  17th  of  April,  1871,  your  Committee  by  their 
Special  Beport  applied  to  you  for  a  Grant  of  £3100,  which 
with  £900  then  standing  to  the  Credit  of  the  Building  Fund 
making  together  £4000,  your  Committee  were  advised  by 
their  Architect  (Mr.  Pritchett)  would  be  sufficient  to  defray 
the  cost  of  altering  and  improving  the  Asylum  to  meet 
the  requirements  of  the  Commissioners  in  Lunacy,  viz.  an 
Enlargement  of  the  Lay  Boom  so  as  to  give  the  Cubical 
Space  for  each  Patient  required  by  the  Commissioners,  new 
Single  Booms,  a  General  Bath  Boom  and  Water  Closets, 
a  Lining  Hall  for  the  Male  Patients  and  a  Corridor  of 
Communication ;  but  that  Estimate  did  not  include  placing 
the  Central  Lay  Boom  on  the  South  side  of  the  Asylum 
as  suggested  by  the  Commissioners,  which  necessitates  the 
erection  of  two  storeys  instead  of  one,  and  consequently 
involves  a  greater  expenditure. 

Your  Committee’s  Beport  and  the  Plans  and  Specification 
were  laid  before  the  Town  Council  of  the  Borough  at  their 
Meeting  held  the  4th  May,  1871,  and  before  the  Quarter 
Sessions  for  the  County  held  on  the  29tli  June,  1871,  and 
were  approved  and  adopted  by  both. 

On  the  8th  of  August,  1871,  the  Beport  and  Plans  were 
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submitted  to  the  Quarter  Sessions  for  the  Isle  of  Ely,  but 
that  Body  passed  a  Resolution  referring  the  subject  back 
to  your  Committee  for  re-consideration. 

On  the  29th  of  August,  1871,  your  Committee  forwarded 
to  the  Commissioners  in  Lunacy,  the  Plans  and  Specification 
in  question,  together  with  a  Copy  of  their  Report  of  the 
17th  of  April,  1871,  and  a  Copy  of  the  Resolution  of  the 
Isle  of  Ely  Quarter  Sessions  of  the  8th  of  August,  1871. 

A  correspondence  then  ensued  between  the  Commissioners 
in  Lunacy  and  H.M.  Secretary  of  State  for  the  Home 
Department,  and  the  Clerk  of  the  Peace  for  the  Isle  of  Ely. 
At  a  Quarter  Sessions  for  the  Isle  of  Ely  on  the  13th  of 
February,  1872,  your  Committee’s  Special  Report  of  the 
17th  of  April,  1871,  together  with  the  Plan  and  Specification 
were  approved  and  adopted. 

On  the  26th  of  February,  1872,  your  Committee  directed 
Dr.  Bacon  and  Mr.  Pritchett  to  proceed  to  London  to  meet 
the  Commissioners  in  Lunacy  and  their  Consulting  Architect, 
and  fully  explain  the  Plans,  which  they  did  on  the  12th  of 
March  instant.  On  that  day  the  Commissioners  addressed 
a  letter  to  your  Committee  with  observations  and  suggestions 
resulting  from  that  interview,  by  which  it  appeared  that 
the  additional  accommodation,  proposed  to  be  provided  at 
the  Western  extremity  of  the  Building  was  on  the  whole 
satisfactory  to  them,  provided  a  Bath  Room  was  added  to 
the  Plans  5  but  the  Commissioners  objected  to  the  Central 
Day  Room  as  being  gloomy,  and  pointed  out  what  to  them 
seemed  defects  in  other  parts  of  the  proposed  alterations, 
and  to  remedy  those  defects  they  suggested  that  the  addition 
to  the  Central  Day  Room  should  be  made  on  the  Front  or 
South  side  of  the  Asylum.  That  the  position  of  the  Bath 
Room  should  be  altered  and  brought  close  to  the  Ward, 
and  that  Water  Closets  should  be  built  adjoining  it.  The 
Commissioners  also  recommended  that  the  Corridor  of  Com¬ 
munication  should  be  made  straight  throughout.  They  were 
also  of  opinion  that  a  Central  Dining  and  Recreation  Room 
in  which  both  sexes  could  be  assembled  was  most  important 
in  all  Asylums,  and  strongly  advised  that  the  present  plan 
of  making  a  Room  for  Males  only  should  be  abandoned, 
and  that  a  General  Recreation  Hall  should  be  provided  for, 
even  if  some  delay  should  be  necessary  in  carrying  out 
the  Design. 
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On  the  same  day  that  this  interview  took  place,  viz.  the 
12th  of  March  inst.,  a  fire  broke  out  at  the  Asylum  which 
almost  entirely  consumed  the  Chapel  and  Fittings,  part  of 
the  Centre  Building  of  the  Asylum. 

In  consequence  a  Special  Meeting  of  your  Committee  was 
held  on  the  16th  instant,  when  the  Report  of  Mr.  R.  R.  Rowe, 
Architect,  on  the  Fire,  was  read,  and  therein  he  drew  the 
attention  of  your  Committee  to  the  dangerous  position  of 
the  High  Pressure  Boilers  at  the  Asylum,  in  the  Base¬ 
ment  of  the  Centre  Building,  and  also  the  Defective  Con¬ 
struction  of  the  Flues. 

Your  Committee  thereupon  resolved  to  send  Mr.  Pritchett 
to  London  again  with  Mr.  Rowe’s  Report  on  the  Fire, 
and  ascertain  whether  the  altered  circumstances  at  the  Asylum 
caused  by  the  Fire  would  affect  the  Commissioners’  observa¬ 
tions  and  suggestions,  and  accompanied  by  Col.  Wale, 
Mr.  Pritchett  accordingly  attended  the  Commissioners  on 
the  21st  instant. 

Your  Committee  again  met  this  day,  when  a  Letter  from 
the  Commissioners  in  Lunacy,  and  their  further  observations 
after  Mr.  Pritchett’s  second  interview  with  them  were  read. 

From  their  Letter  and  observations  it  would  appear  that 
the  Commissioners  are  satisfied  with  the  Plans  after  the 
alterations  made  as  suggested  by  them,  and  were  prepared 
to  recommend  them  for  the  approval  of  the  Secretary  of 
State. 

The  Commissioners  (referring  to  Mr.  Rowe’s  Report  as 
to  the  position  of  the  Boilers)  state  that  their  removal  from 
their  present  site  was  a  matter  of  the  utmost  importance, 
and  they  promised  to  send  Mr.  Rawlinson,  the  Government 
Civil  Engineer,  to  examine  the  Boilers  and  to  Report  thereon. 
Mr.  Rawlinson  accordingly  attended  at  the  Asylum,  on  the 
25th  instant,  previous  to  your  Committee’s  Meeting  and  in 
his  able  Report  to  the  Commissioners  in  Lunacy  on  the 
construction  of  the  Boilers  and  Flues  and  their  present 
position,  dated  27th  of  March,  1872,  Mr.  Rawlinson  concludes 
as  follows : 

Conclusions. 

1.  That  from  an  Examination  of  the  Building  I  come 
to  the  conclusion  that  the  existing  arrangement  having  large 
►Steam  Boilers  in  Cellars  within  and  beneath  the  Central 
and  Main  Part  of  the  Building,  could  not  at  first  have  been 
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contemplated  by  the  Architect  and  was  not  therefore 
sanctioned  by  the  Commissioners,  the  Flues  are  ordinary 
House  Fire  Flues,  and  in  no  respect  fitted  to  be  used  for 
large  12-horse  Steam  Boiler  furnace  purposes. 

2.  That  the  Steam  Boilers  and  Steam  Engine  ought  not 
to  be  placed  within  the  Main  Building  in  such  position  that 
with  an  explosion  the  effect  must  be  expended  upwards  so 
as  not  only  to  bring  the  Building  above  to  ruin,  but  to 
bury  Boiler  and  Engine  at  the  same  time. 

3.  That  Steam  Boilers  ought  to  be  away  from  the  Main 
Building  and  beneath  a  Shed  Roof. 

4.  That  Steam  Boilers  such  as  those  now  in  use  require 
a  proper  Engine  Chimney,  which  had  better  be  a  detached 
Shaft. 

5.  That  the  Wainscot  Skirting  Boards  and  Floor  Boards 
over  or  near  any  Flues  had  better  be  removed,  and  the 
Wall  be  made  good  with  Cement,  and  the  Floors  with 
Concrete. 

Recom  mendation. 

I  beg  to  recommend  that  the  Steam  Boilers  and  Steam 
Engine  now  in  use  and  situate  in  the  Cellars  beneath  the 
Central  and  main  part  of  the  Asylum  Buildings  as  described, 
be  removed  as  soon  as  practicable  and  be  placed  in  separate 
Buildings,  with  Shed  Roofs  to  insure  the  safety  of  the  Main 
Building  and  to  prevent  destruction  to  Human  Life. 

At  a  Meeting  of  your  Committee  held  this  day,  at  which 
there  were  13  Visitors  present,  viz.  4  County,  5  Isle,  and 
4  Borough.  The  following  Resolution  was  on  the  proposition 
of  Mr.  0.  Pell,  seconded  by  Major  Fryer,  unanimously 
passed : — 

“That  the  original  Plans  and  Specifications  as  added  to  and  amended 
by  the  Commissioners  in  Lunacy  (omitting  the  Dining  Hall  for  the 
present)  be  re-submitted  with  Estimates  and  Specifications  to  be  pre¬ 
pared  by  Mr.  Pritchett  to  the  Quarter  Sessions  of  the  County  and  Isle 
and  the  Town  Council  of  the  Borough,  and  that  a  further  Grant  for  a 
sufficient  sum  to  carry  out  such  Works,  be  asked  from  the  several 
Courts.” 

Accordingly  herewith  are  laid  the  Original  Plans  and 
Specifications  as  agreed  to  by  the  County,  Isle,  and  Borough, 
on  your  Committee’s  Special  Report  of  the  17th  of  April, 
1871,  together  with  Mr.  Pritchett’s  Estimate  for  carrying 
out  the  several  Works  (omitting  for  the  present  the  Dining 
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Hall  which  is  therefore  not  included  in  the  Estimate),  by 
which  it  will  be  seen  that  the  sum  of  £2040  is  required  to 
carry  out  all  the  alterations  originally  proposed  by  your 
Committee,  and  the  amendments  suggested  by  the  Com¬ 
missioners  in  Lunacy  (but  exclusive  of  the  Dining  Hall), 
and  including  the  large  item  of  £1040  for  removal  of  the 
Boilers  from  their  present  admitted  dangerous  position,  and 
providing  an  Engine  House  and  refix  them  therein,  this 
latter  item  having  been  forced  upon  your  Committee  by 
reason  of  the  recent  disastrous  Fire. 

After  deducting  the  sum  of  £3100  already  voted  by  the 
County,  Isle,  and  Borough,  and  £900  standing  to  the  credit 
of  the  Building  Account,  leaves  the  sum  of  £2040  to  be 
i  provided  for,  and  which  amount  your  Committee  under  all 
the  circumstances  beg  the  several  Courts  will  grant  in  the 


i  usual  proportions,  viz. 

£.  s.  d. 

County,  9-19ths .  966  6  4 

Isle,  7-l9ths  .  751  11  7 

Borough,  3-19ths  .  322  2  1 


£2040  0  0 


C.  B.  PEMBERTON,  Chairman. 

The  Asylum  Fulbourn, 

25th  March,  1872. 
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Town  Clerk’s  Office, 
Cambridge, 

13  June,  1872. 

Lunatic  Asylum. 

Dear  Sir, 

I  am  instructed  by  the  Town  Council  to  forward 
you  the  enclosed  copy  Report  of  General  Purposes 
Committee,  which  was  adopted  this  day,  and  shall  feel 
obliged  by  your  laying  same  before  the  Visitors  of  the 
Asylum  at  the  next  Meeting. 

I  am,  dear  Sir, 

Yours  obediently, 

For  the  Town  Clerk, 

HY.  HOULDEN. 


Report  of  Town 
Council  referred 
to  at  pages  12  and 

13. 


C.  Francis,  Esq. 


F 
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To  the  Council  of  the  Borough  of  Cambridge. 

The  General  Purposes  Committee  have  to  Report : — - 

That  they  have  considered  the  Report  of  the  Lunatic 
Asylum  Visitors,  dated  25  March,  1872,  in  which  it  is  pro¬ 
posed  to  call  on  the  three  bodies  interested  in  the  Asylum 
for  a  further  expenditure  of  £2,040,  in  addition  to  previous 
sums  of  £3,100  and  £900  therein  mentioned. 

Of  this  further  sum  the  large  item  of  £1,040  is  required 
for  Removal  of  the  Boilers  in  the  Asylum  from  their  present 
admittedly  dangerous  position,  and  for  providing  an  Engine 
House  and  re-fixing  them  therein. 

From  the  Third  Report  (1860)  of  the  Visitors  it  appears 
that  the  Boilers,  which  cost  £390,  were  advisedly  placed 
in  a  central  part  of  the  building,  so  as  to  be  under  the 
control  of  one  Engineer  and  to  save  Fuel ;  and  this  saving 
appears  by  the  Fourth  Report  (1861)  to  have  been  satis¬ 
factory. 

From  the  Eighth  Report  (1865)  it  appears  that  the  Water 
Company  offered  to  supply  Water  at  8 d.  per  1,000  Gallons, 
at  which  rate  it  was  estimated  the  cost  of  such  supply  would 
amount  to  £146  per  annum  ;  the  Visitors  offering  to  pay  id., 
which  would  have  amounted  to  £127.  155.  From  the  Report 
of  a  Sub-Committee  on  the  Water  supply  it  appears  that 
a  Steam  Engine  was  put  up  at  a  cost  of  £l  65.  10s.,  not 
including  Brick  or  Wood  Work,  and  the  cost  of  working 
the  Engine  was  estimated  at  £120  per  annum,  to  include 
Coals,  Engineer,  &c. 

it.  appears  from  the  Ninth  Report  (1866)  that  the.  actual 
cost  of  Well,  Engine,  and  House,  was  £324.  11s.  2c/.,  the 
New  Well  having  been  dug  in  the  Yard  adjoining  the 
Boilers,  and  over  it  was  placed  the  Steam  Engine  and 
Pumps,  with  easy  access  from  the  Boiler  House,  so  that  one 
Engineer  could  attend  to  both.  The  cost  of  working  was 
now  estimated  at  probably  about  £40  per  annum.  This 
supplied  the  previously  existing  Water  Storage  of  about 
7,000  Gallons. 

It  is  believed  that  the  Lunacy  Commissioners  now  require 
a  Storage  Supply  of  30,000  Gallons ;  and  to  guard  against 
the  danger  of  Eire  in  the  night  it  would  appear  that  an 
Attendant  will  be  required  to  be  constantly  on  service  in  the 
Engine  Room. 
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In  the  Twelfth  Report  (1869)  the  Lunacy  Commissioners 
Report  an  Improvement,  as  only  2  Male  Patients  are  bathed 
in  the  same  water,  and  the  numbers  in  the  Female  Division 
were  diminished. 

It  appears,  however,  the  Deficiency  in  the  Bathing 
Accommodation  was  still  greatly  felt. 

In  the  Fourteenth  Report  (1871)  it  is  stated  that  the 
Boilers,  though  not  unsafe,  required  careful  watching,  as 
the  plates  had  become  thin,  and  that  it  would  not  be  prudent 
to  work  them  so  incessantly  as  was  then  done,  and  arrange¬ 
ments  were  made  to  supply  a  New  Boiler  at  a  cost  of 
£142.  0^.  lOcl. ;  and  in  the  Lunacy  Commissioners’  Report 
appended  thereto,  observations  were  made  praising  the 
arrangements  by  which,  in  spite  of  existing  difficulties,  there 
was  ensured  to  each  Patient,  even  with  the  defective  supply, 
a  change  of  water,  and  it  was  hoped  certain  arrangements 
could  be  made,  to  remedy  the  want  so  much  felt,  of  a  proper 
number  of  Ward  Waterclosets,  there  being  Wards  in  both 
divisions  with  only  one  for  60  Patients.  ' 

The  consumption  of  Coal  at  17s.  6d.  per  ton  seems  to  cost 
about  £240  for  263  Inmates. 

Though  no  doubt  a  Boiler  and  other  Apparatus  would 
be  required  for  Cooking,  Gas  Making,  and  other  purposes, 
still  the  main  object  of  the  Steam  Boiler  and  Engine  purposed 
to  be  furnished  is  to  obtain  the  Water  Supply. 

The  Committee  cannot  but  think  that  it  is  satisfactorily 
established,  that  the  late  Fire  was  occasioned,  by  the  excessive 
use  of  furnaces,  attached  to  the  Steam  Engine  Boiler,  being 
connected  with  flues  not  constructed  for  any  such  large  fires;  and 
that  at  looking  at  the  risk  arising  from  furnaces — the  discomfort 
probably  arising  to  the  Inmates  from  the  close  contiguity  of 
Steam  Apparatus — the  cost  of  erecting  the  Boiler,  Engine 
House,  and  Machinery — wear  and  tear — the  additional  cost 
arising  from  the  extra  storage  of  water  required  to  meet 
casualties  of  fire,  &c.,  which  is  not  provided  for  in  the  present 
proposed  expenditure — and  of  day  and  night  attendance  in 
Engine  Room — much  inconvenience,  present  expense,  and 
future  regular  annual  cost,  would  be  avoided  by  obtaining 
the  supply,  by  meter,  on  the  constant  system,  from  the  Water 
W  orks  Company,  the  pipes  being  already  laid,  so  that  the 
connection  could  be  restored  at  a  trifling  expense.  It  may 
be  stated  that  the  feasibility,  of  thus  obtaining  this  water 
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supply,  had  never  been  suggested  to  the  Asylum  Architect, 
or  Lunacy  Commissioners,  and  that,  under  the  present  system, 
the  consumption  of  water  is  obliged  to  be  economised  as 
much  as  possible. 

The  Committee  therefore  recommend  that  the  attention 
of  the  Visitors,  and  the  other  two  bodies,  interested  in  the 
Asylum,  should  be  called  to  these  points. 

These  seem  to  be  the  only  questions,  on  which  the  Visitors, 
in  their  Report,  state  that  Mr.  Rawlinson  has  arrived  at 
certain  conclusions  set  forth  in  it,  and  therefore  your  Com¬ 
mittee  have  made  no  Report  upon  the  other  points  involved 
in  the  large  additional  expenditure,  as  they  have  not  sufficient 
materials  before  them,  to  form  an  opinion,  as  to  the  necessity 
and  advisability  thereof. 

Guildhall, 

12  June,  1872. 

Henry  Range,  Chairman. 

T.  H.  Naylor. 

William  Bond. 

Thomas  Green. 

Robert  Ellis. 

Ed.  Bell. 

E.  R.  Lawrence. 


Report  of  Isle 
of  Ely  referred 
to  at  page  12. 


Isle  of  Ely,  to  wit. 

At  the  General  Quarter  Sessions  of  the  Peace  of  our  Sovereign 
Lady  the  Queen ,  holden  by  adjournment ,  in  and  for  the  Isle 
of  Ely,  at  March ,  in  the  said  Isle ,  on  Tuesday ,  the  14 th  day 
of  May,  1872— 


The  Additional  Report  of  the  Visiting  Justices  of  the 
Lunatic  Asylum,  dated  the  twenty-fifth  of  March  last, 
together  with  a  letter  from  the  Lunacy  Commissioners 
addressed  to  the  Clerk  to  the  said  Visitors,  and  dated  the 
fourteenth  of  March  last,  having  been  read,  and  Oliver 
Claude  Pell,  Esquire,  having  withdrawn  the  motion  of  which 
he  gave  notice  at  the  last  Quarter  Sessions — It  is  Resolved 
and  Ordered,  by  this  Court,  that  the  consideration  of  the 
said  Report,  with  the  exception  of  such  part  thereof  as  relates 
to  the  Removal  of  the  Boilers  from  the  Main  Building  of  the 
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said  Asylum,  be  postponed  until  the  next  Adjourned  Session 
to  be  held  on  the  thirteenth  of  August  next. 

After  reading  the  Report  of  the  Visitors  of  the  Lunatic 
Asylum,  dated  the  twenty-fifth  of  March  last,  and  the 
Plans  of  the  proposed  Works  and  Alterations  having  been 
laid  before  the  Court  by  Mr.  Pritchett,  the  Architect — It  is 
Resolved  and  Ordered  by  this  Court,  upon  the  motion  of 
Oliver  Claude  Pell,  Esquire,  seconded  by  Robert  Charles 
Catling,  Esq.,  that  the  sum  of  three  hundred  and  eighty-three 
pounds  three  shillings  and  twopence,  the  proportion  required 
to  be  paid  by  this  Isle  (being  seven  nineteenth  of  the  sum 
of  one  thousand  and  forty  pounds  mentioned  in  the  said 
Report)  be  granted  for  the  purpose  of  Removing  the  Boilers 
from  the  Main  Building  of  the  said  Asylum. 

By  the  Court, 

FRED.  M.  METCALFE, 

Clerk  of  the  Peace. 


C.  Francis,  Esq. 


Dear  Sir, 


zo,  (jrreen  street, 


Cambridge,  ,c-/c/ 

10th  August,  1872.  to  at  page  14. 


Report  of  Town 
Council  referred 


Lunatic  Asylum . 


I  beg  to  send  you  Copies  of  two  Reports  made 
to  the  Town  Council,  as  to  the  Water  supply  to  this  Insti¬ 
tution,  with  the  Resolutions  of  the  Town  Council  thereon. 

As  to  the  first  Report,  I  understand  that  at  one  of  the 
recent  Meetings  of  the  Visitors,  some  observation  was  made 
as  to  its  not  having  been  formally  sent,  but  which,  I  confess, 
I  cannot  understand,  but,  however,  I  thought  it  well  to  send 
it  again. 

Your  letter  of  the  30th  ult.  was  laid  before  the  Council 
at  their  last  Meeting,  but  no  order  was  made  thereon. 

I  shall  be  glad  of  an  acknowledgement  of  the  receipt 
of  this  letter  and  the  accompanying  documents. 


Yours  truly, 

EDMOND  FOSTER, 

Town  Clerk. 
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Borough  of  Cambridge. 

A  Council  holden  at  the  Guildhall  there ,  on  Thursday  the 
eighth  day  of  August ,  one  thousand  eight  hundred  and 
seventy-two.  Samuel  Peed,  Esquire ,  Mayor. 

A  Report  in  writing  of  the  tenor  following ,  fs  wom?  Aere 
presented  and  read. 

To  the  Council  of  the  Borough  of  Cambridge . 

The  General  Purposes  Committee  have  to  report — 

That  copies  of  the  last  Report  of  your  Committee  as  to 
the  supply  of  Water  at  Fulbourn  Lunatic  Asylum  have  been 
distributed  amongst  the  different  bodies  interested,  but  no 
formal  notice  of  its  contents  has  at  present  been  taken. 

As  it  was  understood  that  the  cost  of  supply  from  the 
Cambridge  Waterworks  Company  would  be  very  consider¬ 
able,  the  Committee  gave  instructions  to  apply  to  the 
Company  as  to  the  probable  cost,  and  received  the  following 
reply. 


Offices,  4,  Benet  Street, 
Cambridge,  July  22nd,  1872: 

JDear  Sir, 

Water  Supply  to  Fulbourn  Asylum. 

In  reply  to  your  letter  of  the  15th  instant, 
I  am  able,  after  considering  the  present  data  for  calculation, 
to  inform  you  that  a  supply  of  Water  from  the  Company’s 
Works  to  the  above  Institution  would  probably  cost  about 
£145  per  annum. 

I  have,  after  working  out  to  its  necessary  result  the  first 
paragraph  on  page  7  of  the  9th  Annual  Report  from  the 
Visitors  of  the  Asylum,  allowed  36  gallons  per  head  per  day 
as  the  quantity  of  Water  to  be  consumed,  that  being  the 
rate  ascertained  by  Meter  1865—6. 

In  the  Report  alluded  to,  the  cost  of  a  supply  from  the 
Company  is  estimated  at  £146  per  annum.  At  that  time 
the  average  number  of  Inmates  of  the  Asylum  was  333, 
including  the  staff.  The  Company’s  rate  for  the  estimated 
consumption  4,380,000  gallons  per  annum  by  such  a  number 
of  Inmates,  would  have  been  at  the  rate  of  8 d.  per  1000 
gallons,  the  total  amount  of  consumption  being  above  the 
4  million  gallons  per  annum. 
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According  to  the  last  (14th)  Annual  Report  of  the  Visitors, 
there  were  296  Inmates,  including  the  Staff.  Taking  the 
consumption  of  Water  at  36  gallons  per  head  per  day,  it 
.  would  have  given  3,889,440  gallons  per  annum,  which  being 
under  the  4  million  gallons  per  annum,  would  have  been 
charged  at  9 d.  per  1000  gallons,  and  have  cost  about  £145 
i  per  annum.  In  other  words,  the  increase  in  the  price  to  9 d. 

per  1000  gallons  would  have  been  caused  by  the  reduction 
;  in  the  quantity  consumed  to  an  amount  below  4  million 
gallons  per  annum.  See  the  Company’s  Scale  of  Charges. 

I  may  mention,  that  the  consumption  of  36  gallons  of 
Water  per  head  per  day  at  the  Fulbourn  Asylum  appears 
to  be  high,  as  is  shewn  by  a  comparison  with  the  results  at 
the  Asylum  at  Earlswood.  At  that  Institution,  the  rate  per 
head  per  day  is  not  more  than  22J  gallons,  and  a>  supply  at 
this  rate  would  amount  to  2,457,910  gallons,  which,  at  10 d. 
per  1000  gallons,  would  cost  £102  per  annum. 

I  am  authorized  by  the  Directors  to  state,  that  if  the 
Company’s  supply  were  taken  for  general  use  in  domestic 
:  purposes  at  the  Asylum,  no  charge  would  be  made  for 
water  used  in  extinguishing  fires. 

I  am,  dear  Sir, 

Your  obedient  Servant, 

HENRY  TOMLISON, 

Engineer  and  Manager. 

To  Edmond  Foster,  Esq., 

Town  Clerk,  Cambridge. 

It  will  be  seen,  by  the  last  Report,  that  the  cost  of  a 
private  supply  would  be  for  working  about  £120  per  annum, 
with  an  extra  charge  for  Night  Service,  besides  the  cost  of 
erection  of  the  Works  £1040,  the  Interest  on  which  at  7 
per  cent,  only,  independent  of  wear  and  tear,  would  be  about 
£140  per  annum.  This  is  independent  of  the  cost  of  a 
new  Tower. 

It  appears  to  your  Committee,  to  be  beyond  all  question, 
that  the  best  and  most  economical  mode  of  obtaining  the  supply 
of  W  ater  for  the  Asylum  will  be  from  the  Company,  especially 
bearing  in  mind  the  probable  increase  of  cost  of  fuel  and 
other  matters,  and  that  the  necessary  Mains  and  Service 
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Repert  of 
Commissioners 
referred  to  at 
pages  14  and  20. 


Pipes  for  the  purpose  are  all  laid  to  the  Entrance  Gates  of 
the  Asylum. 

Guildhall, 

31  July,  1872. 

Dennis  Adams,  Chairman , 
T.  B.  Bumpsted, 

Ed.  Bell, 

Thomas  Green, 

Bobt.  Ellis, 

Thos.  Reed. 

Resolved,  on  the  proposition  of  Mr.  Adams,  seconded  by 
Mr.  Aid.  Naylor,  that  the  Report  of  the  General  Purposes 
Committee,  as  to  the  supply  of  Water  to  the  Fulbonrn 
Asylum,  be  received  and  adopted,  and  that  Copies  thereof 
be  forwarded  by  Air.  Town  Clerk  to  the  different  Bodies 
interested  in  the  Asylum. 

EDMOND  FOSTER, 

Town  Clerk. 


Cambridge  County  Asylum, 
19th  August,  1872. 

We  have  this  day  visited  the  Asylum,  inspected  it  in  all 
its  departments,  and,  with  the  exception  of  two  Women 
absent  on  trial,  seen  all  the  Patients. 

The  following  statement  shews  the  changes  in  the  Patients 
since  the  visit  of  our  Colleagues  in  June,  1871,  and  their 
present  numbers : 


Admitted 

Male. 

40 

Female.  Total. 

38  78 

Discharged 

23 

18 

41 

„  of  whom  Recovered 

21 

14 

35 

Died  ...  ...  ... 

16 

15 

31 

Present  Numbers  on  Books  . . . 

125 

148 

273 

All  but  8  of  the  Patients  (Males)  are  chargeable  to  Unions 
in  the  County,  Borough,  and  Isle  of  Ely. 

The  8  Men  referred  to  are  mostly  from  Thetford. 

The  Ordinary  Weekly  Rate  for  Maintenance  is  10s.  4 \d., 
that  for  Out-County  Patients  14s. 

The  assigned  causes  of  Death  were  as  follows : — Gangrene 
of  the  Arm  2,  Phthisis  and  other  Disease  of  the  Lungs  7, 
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General  Paralysis  and  other  Brain  Disease  7,  Exhaustion 
after  Mania  3,  Epilepsy  4,  Diarrhoea  2,  Senile  Decay  and 
other  Ordinary  Causes  6. 

Post-mortem  Examinations  have  been  made  in  only 

6  cases. 

In  reference  to  the  case  of  one  of  Epileptics,  who  was 
found  dead  in  bed  last  night  a  little  before  eleven  o’clock, 
having  been  seen  by  the  Night  Attendant  two  hours  pre¬ 
viously,  we  recommend  that  the  visits  of  the  Night  Attendant 
be  made  every  hour,  and  that  means  be  adopted  to  check 
those  visits  in  the  Male  Division,  as  now  in  the  Female; 
also  that  whenever  practicable,  Epileptics  be  placed  in 
Dormitories  under  special  supervision. 

According  to  the  Medical  Journal,  since  the  last  visit, 
8  Males  and  5  Females  have  been  secluded,  the  former 
altogether  on  20,  and  the  latter  on  9  occasions,  several  once 
only.  There  has  been  no  case  of  Restraint. 

The  sanitary  state  of  the  Institution  is  at  present  very 
good,  the  Patients  registered  as  under  Medical  Treatment 
being  only  5  on  the  Male  Side,  and  9  on  the  Female. 

We  found  no  Patient  of  either  sex  in  bed. 

We  have  much  satisfaction  in  reporting  most  favorably 
of  the  personal  condition  and  demeanour  of  the  Patients 
generally,  no  one  of  whom  at  the  time  of  our  visit  was 
under  excitement. 

Divine  Service  is,  at  present,  performed  in  the  room  on 
the  Male  Side,  used  as  the  General  Recreation  Hall,  but 
will  very  shortly  be  resumed  in  the  Chapel,  the  restoration 
of  which  is  nearly  completed. 

From  35  to  40  of  the  Male  Patients  are  employed  on 
the  Farm  and  Land,  5  as  Shoemakers,  7  as  Tailors,  5  assisting 
the  Painter  and  Engineer,  and  about  35  in  the  Wards. 
Of  the  Females,  55  are  usually  engaged  in  Needlework  and 
Knitting,  from  21  to  24  in  the  Laundry  Department,  6  in 
the  Kitchen  and  Offices,  and  45  in  the  Wards. 

The  arrangements  for  out-door  exercise,  recreation  and 
amusements,  and  otherwise  generally,  continue  as  heretofore. 

We  found  the  several  Corridors  and  Day  Rooms,  the 
Dormitories  and  Single  Sleeping  Rooms,  and  the  Beds  and 
Bedding  throughout  the  Asylum,  clean  and  in  the  best  order, 
and  the  Wards  of  both  divisions  are  rendered  cheerful  by 
suitable  decorations. 

Gr 
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The  airing  Courts  are  very  well  kept  and  enlivened  with 
flower  beds. 

Amongst  the  other  Improvements  since  the  last  visit 
we  have  to  enumerate  the  following  : 

The  raising  the  roofs  of  the  airing  Court  Rooms. 

The  painting  and  colouring  many  of  the  Wards. 

The  formation  of  a  Water  Closet  in  Female  Ward,  No.  1 
(containing  about  60  Patients)  with  three  pans  in  lieu  of  one. 

Proper  Ventilation,  where  required,  of  soil  pipes. 

We  desire  to  draw  attention  to  the  want  of  a  Room  for 
Needlewomen,  and  a  suitable  shop  for  Upholsterer,  both  of 
which  are  much  needed. 

The  Ventilation  of  both  the  Laundry  and  Washhouse  is 
defective,  and  we  recommend  as  a  means  of  improving  it, 
louvres  and  skylights  in  the  roofs. 

In  consequence  of  the  fire  which  occurred  in  March  last, 
and  which,  at  a  later  hour,  might  have  been  attended  with 
most  disastrous  consequences,  we  would  urge  upon  the  Com¬ 
mittee  the  great  importance  of  adopting  all  practicable 
means  for  the  earliest  extinction  of  fire.  So  far  as  we  can 
ascertain  no  additional  precautions  have  as  yet  been  taken. 

Although  the  fire,  which  took  place  during  Ur.  Bacon’s 
absence  in  London,  was  providentially  arrested  without 
immediate  injury  to  any  Patient,  the  most  serious  results 
were  at  one  time  imminent,  and  the  occurrence  points  with 
the  greatest  force  to  the  great  risk  of  leaving  an  Institution 
of  this  magnitude,  even  for  the  shortest  period,  without  the 
presence  of  a  Medical  Officer. 

We  are  informed  that  the  Committee  propose  re-con¬ 
sidering  the  question  of  appointing  an  Assistant  Medical 
Officer  when  the  intended  alterations  and  additions  shall 
have  been  effected.  We  much  regret  that  the  carrying  out 
of  this  most  important  requirement  should  be  made  con¬ 
tingent  upon  the  enlargement  of  the  Asylum,  more  especially 
as  there  is  at  present  little  hope  of  this  taking  place,  inasmuch 
as  at’  the  last  Sessions,  the  scheme  was  withdrawn,  money 
being  voted  only  for  the  removal  of  the  Boilers.  So  far 
therefore  as  respects  the  insufficient  Day  Room  accom¬ 
modation,  the  want  of  additional  Water  Closets  and  Bath 
Rooms,  and  also  of  a  General  Dining  and  Recreation  Hall, 
all  which  are  urgently  required,  the  Asylum  is  in  the  same 
unsatisfactory  state  as  has  been  noticed  in  previous  Reports, 
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and  is  in  our  opinion  inadequate  and  unfit  for  the  proper 
accommodation  of  the  Patients. 

We  are  glad  to  learn  that  the  wages  of  the  attendants 
in  both  divisions  have  been  recently  raised,  those  on  the 
Male  Side  now  commencing  at  £25  advancing  to  £35,  and 
those  on  the  Female  commencing  at  £15  and  rising  to  £22. 

We  had  no  complaints  made  to  us  by  any  of  the  Patients, 
and  we  are  of  opinion  that  their  treatment  and  the  manage¬ 
ment  of  the  Asylum  continue  to  be  quite  satisfactory. 

P.  W.  F.  LUTWIDGE, 
JAMES  WILKES, 

Commissioners  in  Lunacy. 


Office  of  Commissioners  in  Lunacy, 
19,  Whitehall  Place,  SAV., 
August  23rd,  1872. 

Sir, 

The  attention  of  the  Commissioners  in  Lunacy 
has  been  called  to  a  passage  in  the  Report  made  by  two 
of  their  body  upon  a  recent  visit  to  Fulbourn  Asylum,  in 
which  their  colleagues  remark,  that  the  question  of  the  ap¬ 
pointment  of  an  Assistant  Medical  Officer  is  to  be  reconsidered 
when  the  intended  alterations  and  additions  to  the  Asylum 
shall  have  been  effected. 

The  Commissioners  understand  that  the  Cambridgeshire 
Quarter  Sessions,  held  in  April  last,  declined  to  adopt  the 
amended  plan  for  enlarging  the  Asylum,  and  the  consideration 
of  the  subject  was  consequently  to  stand  over  until  the  next 
Sessions  in  July  or  August. 

The  Isle  of  Ely  Quarter  Sessions  of  February,  1871,  (prior 
to  the  amendment  of  the  plans)  voted  £1142  as  their  share 
of  the  Estimate  as  it  then  stood. 

The  Town  Council  of  Cambridge  had  not,  on  the  date 
of  your  Letter  of  the  30th  ulto.,  voted  their  share  of  the 
expense  of  the  removal  of  the  Boilers  (to  guard  against  a 
second  outbreak  of  fire),  still  less  have  they,  so  far  as  the 
Commissioners  know,  agreed  to  bear  their  proportion  of  the 
cost  of  the  enlargement  of  the  Asylum. 

They  have  transmitted  to  this  Office  a  copy  of  a  report 
recently  adopted  by  the  Town  Council,  showing  reasons  for 
deriving  the  supply  of  water  for  the  Asylum  from  the 
Cambridge  Waterworks  rather  than  from  independent  wells 
worked  by  steam  power. 


Letter  from 
Commissiona  re¬ 
ferred  to  at  pages 
at  14  and  20. 
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I  am  to  request  you  to  state,  for  the  information  of  the 
Commissioners,  whether  the  above  statement  of  the  position 
of  the  matter  is  substantially  correct,  and  whether  any  and 
what  steps  have  been  taken  since  May  last,  or  are  about 
to  be  taken  by  the  Committee  of  Visitors,  in  order  to  urge 
forward  the  undertaking  of  the  enlargement  and  improvements 
in  the  Asylum,  the  early  completion  of  which  is  on  all 
grounds  desirable. 

The  Commissioners  do  not  quite  understand  whether  the 
Boilers  have  been  removed  or  not. 

I  am  Sir, 

Your  obedient  Servant, 

CHAS.  SPR.  PERCEVAL. 

Secretary. 

Clement  Francis,  Esq. 

Cambridge. 


Report  of  Town 
Council  referred 
to  at  page  15. 


Clement  Francis,  Esq,, 

Clerk  of  Fulbourn 
Lunatic  Asylum, 

Cambridge. 


28,  Green  Street, 

Cambridge, 

5th  November,  1872. 


Dear  Sir, 

Herewith  I  send  Copy  Report  made  to  the 
Town  Council  as  to  Water  Supply,  and  shall  be  glad  if 
you  will  acknowledge  receipt. 

Your’s  truly, 


EDMOND  FOSTER, 

Town  Clerk. 


Borough  of  Cambridge. 

A  Council  holden  at  the  Guildhall  there ,  on  Thursday  the 
twenty-fourth  day  of  October ,  One  thosand  eight  hundred 
and  seventy-two.  Samuel  Peed,  Esquire ,  Mayor . 

A  Report  in  writing  of  the  tenor  following ,  is  now  here 
presented  and  read. 

To  the  Council  of  the  Borough  of  Cambridge. 

The  General  Purposes  Committee  beg  to  Report  that 
letters  have  been  laid  before  them,  of  which  the  following 
are  copies,  as  to  the  removal  of  the  Boilers  at  the  Fulbourn. 
Asylum : 
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Sir, 


Cambridgeshire  Asylum,  Fulbourn, 

Near  Cambridge, 

12th  August,  1872. 


I  am  directed  by  the  Chairman  to  forward 
you  a  copy  of  the  opinion  given  by  Mr.  Rawlison,  C.B., 
on  the  question  of  Mr.  Pritchett’s  plan  for  removing  the 
present  Boilers. 

In  consequence  of  the  absence  of  any  Members  of  the 
Town  Council  of  Cambridge,,  from  the  Meeting  to-day,  the 
Committee  think  it  right  that  Mr.  Bawlinson’s  letter  should 
be  forwarded  without  delay. 


I  am  Sir, 

Your  obedient  Servant, 


To  S.  Peed,  Esq.,  Mayor. 


HY.  ARCHER, 

Clerk  of  the  Asylum. 


(Copy). 

Cambridge  County  Lunatic  Asylum, 
Fulbourn,  9th  August,  1872. 

Mr.  Pritchett  has  shewn  me  Plans  of  proposed 
alterations  in  the  Steam  department. 

He  proposes  to  construct  new  Boiler  House,  Engine 
House,  Tall  Chimney,  and  Coal  Store.  To  remove  the 
existing  Steam  Boilers  from  the  basement,  wdiere  they  are 
at  present.  This  alteration  and  proposed  arrangement  will 
be  a  very  great  improvement.  A  source  of  danger  will  be 
removed  from  beneath  the  floor  of  the  Asylum.  The  new 
arrangement  will  be  more  compact,  and  in  working  more 
economical.  The  Boiler  Furnaces  and  Tall  Chimney  may 
be  used  to  ventilate  Sewer  and  Drains. 

The  Engineer  should  have  a  cottage  residence  provided 
so  as  to  be  near  his  work,  and  at  all  times  be  ready  for 
any  contingency. 

I  do  not  think  it  is  adviseable  to  retain  any  Steam  Boilers 
for  circulating,  or  for  any  other  purposes  in  the  Basement  as 
at  present. 

The  entire  Steam  Boiler  power  for  all  purposes  had  better 
be  in  one  house,  so  as  to  be  under  one  man. 

ROBERT  RAWLINSON. 
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(Copy). 

Cambridgeshire  Asylum,  Fulbourn, 

Near  Cambridge, 

16th  Sept.  1872. 

Gentlemen, 

The  Board  of  Visitors  of  the  Lunatic  Asylum 
of  this  County,  have  had  under  their  consideration  the  Report 
of  the  Town  Council,  dated  the  8th  ultimo,  detailing  the 
circumstances  which  have  induced  that  Body  to  come  to  the 
conclusion  that  this  Institution  could  be  supplied  by  the 
Cambridge  Water  Works  Company  at  a  more  reasonable 
rate  than  that  at  present  incurred,  and  adding  their  opinion, 
that  the  cost  would  not  exceed  £145  per  annum. 

In  reply,  I  am  directed  to  state,  that  this  Asylum  is  at 
present  supplied  with  an  unlimited  amount  of  water  for  the 
mere  cost  of  pumping,  which  item  the  Board  of  Visitors  are 
informed,  would  probably  be  covered  by  the  sum  of  £25 
a-year,  being  the  cost  of  fuel  needed  to  get  up  the  extra 
steam  (to  work  the  Engine)  beyond  what  is  required  for 
the  other  places  in  the  Institution. 

From  Mr.  Tomlison’s  Report,  it  would  appear  that  the 
Water  supply  as  required  for  the  Asylum  would  amount  to 
£145  a  year,  taking  the  consumption  at  36  gallons  per  diem 
a  head,  but  the  Board  of  Visitors  have  reason  to  believe, 
that  the  amount  used  would  prove  to  be  greater  than  that 
on  which  Mr.  Tomlison’s  calculations  are  based. 

Without  in  any  way  questioning  the  grounds  upon  which 
the  Water  Company  have  made  their  proposal  for  a  supply 
of  Water  to  this  Establishment  for  £145  a-year,  the  Board 
of  Visitors  think  it  as  well  to  observe,  that  the  Essex  Lunatic 
Asylum  with  nearly  800  Inmates  obtains  an  unlimited  supply 
for  £200  a-year. 

The  Board  of  Visitors  however,  duly  appreciated  the 
advantage  which  might  accrue  to  this  Institution,  by  having 
it  in  their  power  to  have  recourse  to  the  Water  Com¬ 
pany  (whose  Pipes  are  laid  on  in  close  proximity  to  the 
Asylum)  in  case  of  Eire,  and  they  are  willing  to  pay  to  the 
Water  Company  a  small  annual  sum  for  such  a  boon. 

(Signed) 

C.  R.  PEMBERTON, 

On  behalf  of  House  Committee. 
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Offices,  4,  Bene’t  Street, 

Cambridge, 
October  loth,  1872. 

Dear  Sir, 

In  accordance  with  your  request,  my  attention 
has  been  given  to  the  communication  from  the  Visitors  of 
the  Fulbourn  Asylum  to  the  Town  Council,  dated  16th 
September,  1872,  and  I  have  to  remark  upon  the  same  as 
follows : 

With  reference  to  the  sum  of  £25  a-year  stated  to  be 
the  probable  cost  of  Fuel,  if  should  be  mentioned  that  no 
allowance  is  made  for  Interest  on  Capital,  wear  and  tear, 
and  renewals  of  the  Machinery,  and  Boilers,  Oil,  Tallow, 
and  Labour.  In  the  8th  Annual  Beport  of  the  Visitors,  the 
cost  is  estimated  at  £120  per  annum,  and  in  the  9th  Annual 
Beport  at  only  £40  per  annum. 

Although  the  number  of  Inmates  is  somewhat  less  now 
I  than  at  the  times  those  Beports  were  made,  it  would  appear 
that  the  increased  cost  of  Fuel  would  more  than  make  up 
for  any  diminution  in  the  quantity  pumped ;  and  as  the 
Visitors  believe,  the  rate  of  consumption  would  now  prove 
to  be  greater  than  formerly,  it  is  difficult  to  understand  why 
the  cost  should  not  be  increased  rather  than  reduced. 

With  reference  to  the  cost  of  labour,  I  understand  that 
since  the  Fire  at  the  Asylum  on  the  12th  March  last,  a 
night  stoker  has  been  employed,  so  as  to  be  ready  in  case 
of  Fire.  In  comparing  the  cost  of  the  Asylum  supply  with 
the  Water  Works  supply,  the  Interest  on  the  additional 
storage  considered  necessary  for  proper  protection  in  case  of 
Fire  should  be  taken  into  account,  as  the  outlay  would  be 
unnecessary  if  Water  from  the  Water  Works  were  laid  on. 

With  reference  to  the  supply  at  the  Essex  Lunatic 
Asylum,  I  have  ascertained  that  the  arrangement  has  been 
entered  into  by  the  Lessee  of  the  South  Essex  Water  Works 
for  a  terms  of  3  years  only.  In  reply  to  my  enquiry,  the 
Lessee  informs  me  that  he  u  has  not  made  any  particular 
calculation  as  to  the  consumption  of  Water.”  The  South 
Essex  Water  Works  Scale  of  Charges  by  Meter  is  higher 
than  the  Cambridge  Water  Company’s,  the  rates  for  quan¬ 
tities  under  100,000  gallons  per  quarter  varying  from  Is.  6c/. 
to  2s.  per  1000  gallons,  as  against  Is.  lcZ.  to  Is.  6c/.  at  Cam- 
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bridge.  The  South  Essex  Water  Scale  has  no  fixed  rate 
for  quantities  above  100,000  gallons  per  quarter,  but  the 
Manager  informs  me,  that  at  the  Government  Barracks  sup¬ 
plied  from  the  same  Works,  a  much  greater  quantity  of 
Water  was  used  than  at  the  Asylum,  and  they  were  sup¬ 
plied  through  Meter  at  9 d.  per  1000  gallons. 

With  reference  to  the  concluding  paragraph  of  the  Visitor’s 
Report,  I  may  state,  that  the  Directors  of  the  Water  Com¬ 
pany  have  recently  offered  to  allow  the  Water  from  their 
wrorks  to  be  laid  on  to  the  Fulbourn  Asylum  at  a  minimum 
Rate  of  £12.  10s.  per  quarter,  such  sum  to  cover  the  use 
of  250,000  gallons  of  Water,  any  further  quantity  being 
paid  for  at  the  usual  scale  of  charges  by  Meter. 


I  am,  Dear  Sir, 

Yours  sincerely, 


To  Edmond  Foster,  Esq., 

Town  Clerk,  Cambridge. 


HENRY  TOMLISON, 

Engineer  and  Manager. 


As  considerable  difference  of  opinion  exists  on  the  subject, 
your  Committee  recomend  that  Mr.  Rawlinson,  the  Engineer 
to  the  Lunacy  Commissioners  be  requested  to  advise  thereon. 

Guildhall, 

18th  October,  1872. 

Sam.  Peed,  Mayor, 
Dennis  Adams, 

Thomas  Reed, 

Robert  Ellis, 

Charles  Vinter, 
William  Bond. 


Resolved,  on  the  proposition  of  Mr.  Mayor,  seconded  by 
Mr.  Basham,  that  the  Report  of  the  General  Purpose  Com¬ 
mittee,  as  to  supply  of  Water  to  Fulbourn  Asylum,  be 
received  and  adopted,  and  that  Mr.  Town  Clerk  forward 
Copies  thereof  to  the  several  Clerks  to  the  Visitors,  and  to 
the  Lunacy  Commissioners. 
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10,  Emmanuel  Street,  Mr. H  R. Rowe's 
r\  1  •  j  Report  as  to 

Cambridge,  Chapel  referred 

22  August,  1872.  to  at  page  8. 

To  the  Visitors  of  the  Cambridgeshire  and  Isle  of  Ely  Lunatic 
Asylum. 

Gentlemen, 

I  beg  to  report,  that,  in  compliance  with  your 
instructions,  the  works  necessary  for  restoring  the  Asylum 
after  the  accidental  fire  there  on  the  12th  day  of  March, 

|  1872,  have  been  well  and  soundly  executed. 

I  prepared  a  detailed  specification  of  the  materials  re- 
|  quired,  which  Dr.  Bacon  took  to  Messrs.  English,  the 
>  merchants  of  Wisbech,  and  with  the  assistance  of  Mr.  Mdler, 

I  your  foreman,  he  selected  timber  of  good  quality  which  was 

I  duly  delivered,  at  the  Asylum. 

The  damaged  stone  was  repaired  by  Mr.  Hall,  of  East 
il  Road,  Cambridge  mason,  the  window  glazing  was  restored 

I  by  Mr.  Constable  of  Hills  Road  Cambridge,  stained  glass 
manufacturer  ;  all  the  other  works  were  executed  by  your 
r  own  workmen. 

Where  wooden  floors  and  skirting  in  the  Corridors  abutted 
|  upon  the  Boiler  flues,  they  have  been  removed,  and  fireproof 
>  materials  substituted,  so  that  there  is  no  longer  any  danger 
)  from  fire  there. 

The  staining  and  varnishing  of  the  Chapel  Roof,  and  the 

(painting  of  the  walls,  had  better  be  delayed  for  a  few  months, 
until  the  plastering  is  dry  and  the  usual  efflorescence  of  salts 
of  lime  has  taken  place. 

The  Chapel  is  now  in  good  and  substantial  repair,  and 
i  may  be  used  for  Divine  Service  as  formerly.. 

I  frequently  inspected  the  work  during  its  progress,  and 
am  happy  to  add  that  the  total  cost  will  be  under  the 
amount  paid  by  the  Fire  Insurance  Offices,  notwithstanding 
.■  the  workmen’s  strike  and  the  increased  cost  of  all  building 
materials;  it  is  fair  to  remark,  that  this  result  is. in  great 
measure  due  to  the  exertions  made  by  Dr.  Bacon  in  super¬ 
vising  the  details  of  the  work,  and  to  the  very  efficient 
assistance  rendered  him  by  Mr.  Miller. 

I  have  the  honour  to  be, 

Gentlemen, 

Your  obedient  Servant, 

R.  REYNOLDS  ROWE. 

Architect. 

II 
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Commissioners 
Letter ,  23  April , 
1872,  referred  to 
at  page  20. 


Office  of  Commissioners  in  Lunacy, 
19,  Whitehall  Place,  S.W., 

23rd  April,  1872. 

Sip, 

With  reference  to  previous  recommendations 
made  by  this  Board  for  the  appointment  of  an  Assistant 
Resident  Medical  Officer  at  Cambridgeshire  Asylum,  I  am 
directed  to  ask  whether  (after  the  recent  alarming  fire  there 
while  the  Superintendent  was  absent  in  London)  the  Com¬ 
mittee  of  Visitors  cannot  relieve  the  Commissioners’  anxiety 
by  an  assuranee  that  the  appointment  of  such  an  assistant 
will  be  no  longer  delayed. 


I  am  Sir, 

Your  obedient  Servant, 


THOS.  MARTIN, 


Chief  Clerk. 


C.  Francis,  Esq. 


CHAPLAIN’S  REPORT. 


Gentlemen, 


Cambridgeshire  Asylum, 

Fulbourn,  near  Cambridge, 
27th  December,  1872. 


I  beg  to  lay  before  you  my  15th 
Annual  Report  as  Chaplain  of  this  Asylum. 

I  have  performed  Divine  Service  in  this  Asylum 
i  every  Sunday  Morning  during  the  past  year,  with 
i  one  exception,  viz.  on  the  Sunday  following  the 
i  sad  fire  which  occurred  in  the  Chapel  on  the 
12th  of  March. 

Arrangements  were  shortly  afterwards  made  for 
holding  Divine  Service  in  the  Recreation  Room, 
and  I  continued  to  have  Service  there  until  the 
restoration  of  the  Chapel  was  completed. 

In  August,  1871,  you  were  good  enough  to 
place  some  Books  and  Tracts  at  my  disposal. 
Those  that  I  have  given  away  (chiefly  to  recovered 
Patients)  have  been  very  gratefully  received ;  and 
I  think  these  little  gifts  will  help  to  encourage  a 
spirit  of  thankfulness  for  the  benefits  and  attentions 
received  here. 

The  names  of  the  Patients  to  whom  I  have  given 
Books  or  Tracts  have  all  been  entered  in  my  Diary. 

At  my  weekly  visits  to  the  Female  Wards,  on 
Wednesday  afternoons,  I  have  always  expounded 
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a  portion  of  Scripture  to  some  of  the  Patients 
assembled  in  the  Infirmary.  I  believe  that  a  few 
listen  attentively  and  profitably. 

Although  I  always  visit  the  Male  Wards  on 
Wednesday  afternoons  as  well  as  the  Female  Wards, 
if  has  never  appeared  to  me  practicable  to  hold 
a  similar  Lecture  on  that  side  of  the  House ;  all 
the  intelligent  Male  Patients  being  usually  em¬ 
ployed  in  the  shops,  or  on  the  Farm. 

On  Sundays  the  Chapel  continues  to  be  well 
attended.  I  hope  that  many  of  the  Patients  derive 
real  benefit  from  their  attendance. 

Judging  from  their  outward  appearance  I  have 
every  reason  to  believe  that  such  is  the  case ;  for 
the  behaviour  of  the  Patients  generally  is  very 
orderly,  and  the  attention — even  devout  attention — 
which  many  of  them  appear  to  pay  to  the  services, 
is  very  striking. 

I  beg  to  assure  you  that  my  best  endeavours 
shall  not  be  wanting  to  promote  the  spiritual 
welfare  of  the  Inmates  of  this  Asylum. 

I  am, 

Gentlemen, 

Your  obedient  servant, 

W.  S.  PARISH, 

Chaplain. 


To  the  Committee  of  Visitors. 


REPORT 


OF  THE 

MEDICAL  SUPERINTENDENT 

FOE  THE  YEAS  1872. 


Fulbourn  Asylum, 
January,  1873. 

The  Statistical  Tables  appended  show  that  the 
results  of  the  medical  treatment  during  the  past 
year  have  been  as  favourable  as  formerly. 

The  Recoveries  have  been  at  the  rate  of  42.3 
per  cent,  on  the  Admissions. 

The  Deaths  have  been  at  the  rate  of  10.1  per 
cent,  on  the  average  number  resident. 

The  Admissions  have  been  78,  33  of  them  having 
been  Males  and  45  Females. 

Two  of  the  deaths  were  due  to  suffocation  in 
an  Epileptic  Fit  and  occurred  at  night  while  the 
Patients  were  in  bed.  In  both  cases  the  victims 
were  men.  No  Inquest  was  held  by  the  Coroner 
as  the  cause  of  death  was  clear. 

Among  those  admitted  were  two  Germans,  one 
a  young  man  who  was  supposed  to  have  preferred 
England  to  the  military  service  enforced  in  the 
Fatherland,  and  the  other  a  girl  from  Hull  who 
became  chargeable  to  the  Wisbech  Union. 
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The  general  health  of  the  Patients  has  been  good. 

Three  accidents  only,  of  any  moment,  have 
occurred  to  Patients  during  the  year. 

(1)  A  woman  fell  on  her  shoulder,  in  an  epi¬ 
leptic  fit,  and  broke  her  right  clavicle.  She  made 
a  good  recovery. 

(2)  A  lad  was  struck  with  the  fist  by  another 
Patient,  an  epileptic,  who  was  in  a  state  of  delirious 
excitement  at  the  time,  and  his  eye  so  injured  by 
the  blow  as  to  destroy  the  sight  permanently. 
The  striker  had  nothing  in  his  hand  at  the  time, 
and  the  amount  of  injury  done  by  such  a  blow 
is  unusual. 

(3)  A  violent  epileptic  threw  himself  suddenly 
on  another  Patient,  without  provocation,  and  bit 
a  good-sized  piece  out  of  his  ear  and  swallowed 
it.  These  instances  are  enough  to  show  the  perils 
to  which  those  who  pass  their  time  in  Asylums 
are  subject,  whether  Patients  or  Attendants. 

The  employment  of  the  Patients  has  been  as 
follows : 

Men.  About  30  to  35  on  the  Farm  or  Garden, 
2  with  Carpenter ;  5  with  Shoemaker ;  6  with 

Tailor ;  3  with  Painter  •  some  with  Bricklayer,  and 
others  engaged  in  domestic  work  in  the  Wards, 
in  Wood-cutting,  Hair  picking,  and  other  casual 
Employment. 

Women.  From  40  to  50  in  Needlework,  23  in 
the  Laundry,  a  few  in  the  Kitchen  and  others  in 
the  Wards  in  Housework. 

All  are  employed  who  are  capable  of  work,  and 
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the  beneficial  results  of  such  a  plan  are  evident 
in  the  health  and  improved  habits  of  the  Patients. 

The  Fire  which  broke  out  on  the  12th  of  March 
last  was  the  most  important  event  of  the  year. 
Terrible  as  is  a  fire  in  any  house,  it  becomes  a 
much  more  fearful  thing  in  an  Asylum,  but,  as 
the  Wards  were  not  involved,  the  Patients  were 
less  incommoded  than  might  have  been  expected. 
As  this  matter  has  been  dealt  with  in  your  report 
it  is  useless  for  me  to  discuss  it  in  detail. 

An  epidemic  of  what  is  known  popularly  as 
u  Foot  and  Mouth  Disease”  prevailed  in  the  county 
!  in  the  summer,  and  did  not  spare  this  Establish¬ 
ment,  nearly  all  the  Cows  being  affected  by  it. 
Though  they  all  recovered,  the  quantity  of  milk 
was  seriously  reduced,  and  condensed  milk  pre- 
i  served  in  tins  was  used  to  make  up  the  de¬ 
ficiency  in  the  ordinary  supply.  This  proved  very 
serviceable  and  was  much  liked.  The  affected 
cows  did  not  yield  the  usual  supply  of  milk  for 
a  long  time  afterwards.  Nature  also  inflicted  other 
losses  on  the  productive  power  of  our  farm,  by 
injuring  the  crop  of  Wheat,  and  also  of  Potatoes. 
The  thunder-storms  of  July  passing  over  certain 
portions  of  the  wheat,  so  damaged  it  as  to  make 
the  grain  of  far  less  value  than  it  promised  to  be, 
and  the  same  cause,  probably,  assisted  by  the  un¬ 
usual  rainfall,  induced  disease  in  the  potatoes. 
The  latter  crop  was  less  in  amount  than  usual, 
and  nearly  two-thirds  of  the  potatoes  were  unfit 
for  human  consumption.  Notwithstanding  such 
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serious  drawbacks  the  Farm  accounts  show  a 
profit  in  money,  and  also  a  material  surplus  in 
the  shape  of  a  large  drill  and  other  implements 
bought  in  the  year,  and  of  sheep,  40  save  one 
in  number. 

In  addition  to  the  usual  Amusements  for  the 
Patients,  some  Theatrical  Performances  have  been 
given  two  or  three  times  in  the  Winter  and  with 
great  success,  the  exertions  of  the  Attendants  and 
others,  so  willingly  rendered  in  a  good  cause, 
having  been  quite  appreciated. 

I  am  glad  to  acknowledge  the  assistance  I  have 
had  from  the  Clerk  and  Steward,  Mr.  Archer,  and 
the  energy  and  ability  which  he  has  displayed  in 
his  new  office. 

Gf.  MACKENZIE  BACON,  M.D. 


To  the  Committee  of  Visitors. 
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TABLE  I. 


Showing  the  Admissions,  Re-admissions ,  Discharges ,  and  Deaths 

during  the  Year  1872. 


Male. 

Female. 

Total. 

In  Asylum,  1st  January,  1872  ... 

•  •  • 

125 

136 

261 

Male. 

Female. 

Total. 

Admitted  for  the 

first  time  during 
the  year  1872... 

26 

41 

67 

Re-admitted  dur- 

ing  the  year  ... 

7 

4 

11 

Total  admitted 

•  • 

•  •  • 

•  •  • 

33 

45 

78 

Total  under  care  during  the  year 

«  •  • 

158 

181 

339 

Discharged  or  Removed : 

Male. 

Female. 

Total. 

Recovered 

15 

18 

33 

Relieved 

3 

2 

5 

Not  Improved  ... 

2 

•  0  • 

2 

Died 

13 

14 

27 

Total  discharged  and  died  during  the  year 

33 

34 

67 

Remaining  in  the  Asylum,  Dec.  31st,  1872 

125 

147 

272 

Average  number  resident  during  the  year 

123 

143 

266 

I 
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TABLE  II. 


Showing  the  Admissions,  Re-admissions ,  and  Discharges ,  from  the 
opening  of  the  Asylum,  to  the  present  date,  Dec.  31s£,  1872. 


Male. 

Female. 

558 

616 

63 

90 

621 

706 

496 

559 

125 

147 

123 

141 

Persons  admitted  during  the  period  of  14 
years  and  more,  that  is,  since  Nov.  2nd, 
18o8  ...  ...  ...  ...  ... 

Re-admissions 

Total  of  Cases  admitted  ,. 

Discharged  or  Removed : 


Male. 

Female, 

Totol. 

Recovered 

197 

276 

473 

Relieved 

64 

64 

128 

Not  Improved  ... 

25 

31 

56 

Died 

210 

188 

398 

Total  discharged  and  died  during  the  14 
years  and  more 

Remaining,  December  31st,  1872 
Average  number  resident  during  the  14 

yGciis  •••  •  •  •••  ••• 


Total. 


1174 

153 


1327 


1055 

272 

264 


TABLE  III. 

Showing  the  Admissions ,  Discharges ,  and  Deaths ,  the  Mean  Annual  Mortality  and  Proportion 

Recoveries  per  cent,  of  the  Admissions  for  each  year  since  the  opening  of  the  Asylum. 
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Per  centage 
of  Deaths 
on  average 
No.  resident. 
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TABLE  V. 


Showing  the  Causes  of  Death  during  the  Year  1872. 


CAUSE  OF  DEATH. 

Male. 

Female. 

Total. 

j  Cerebral  or  Spinal  Disease. 

Apoplexy  and  Paralysis 

•  •  • 

•  •  • 

•  •  • 

Epilepsy  and  Convulsions 

3 

o 

5 

General  Paralysis 

1 

1 

2 

Maniacal  and  Melancholic  Exhaustion 

o i*  D e c ay  •••  •••  •••  ••• 

2 

1 

3 

Inflammation  and  other  Diseases  of  the 
Brain,  Softening,  Tumours,  &c. 

1 

1 

2 

Thoracic  Disease. 

Inflammation  of  the  Lungs,  Pleurae,  and 
Bronchi  •••  •••  <•  *  •  • » 

4  •  • 

» 

1 

1 

Pulmonary  Consumption 

1 

2 

3 

Disease  of  the  Heart 

•  •  • 

•  •  • 

•  •  • 

Abdominal  Disease. 

Diarrhoea 

1 

2 

3 

Cancer  of  the  Stomaeh... 

•  •  • 

1 

1 

,,  ,,  Rectum  •••  •••  ••• 

•  •  • 

1 

1 

General  Debility  and  Old  Age  ... 

2 

2 

4 

Decay  of  Dementia  and  Idiocy  ... 

2 

•  •  • 

2 

Total . 

13 

14 

27 
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TABLE  VI. 


Showing  the  length  of  Residence  of  those  Discharged  Recovered , 
and  in  those  who  have  Died  during  the  year  1872. 


LENGTH  OF  RESIDENCE. 

RECOVERED. 

DIED. 

Male. 

Female. 

Total. 

Male. 

Female. 

Total. 

1 

Under  1  month 

2 

•  •  • 

2 

2 

•  •  • 

2 

From  1  to 

3  months  ... 

6 

7 

13 

3 

2 

5 

>> 

3„ 

6  „ 

5 

3 

8 

1 

•  •  • 

1 

0  „ 

9  „ 

•  •  • 

2 

2 

•  •  • 

•  •  • 

•  o  • 

if 

9  „ 

12  „ 

•  •  • 

2 

2 

•  •  • 

1 

1 

if 

1  „ 

2  years 

1 

2 

3 

1 

3 

4 

a 

2„ 

3  „ 

•  •  • 

1 

1 

1 

•  •  • 

1 

a 

3  „ 

5  „ 

•  •  • 

1 

1 

1 

2 

3 

a 

5  „ 

7  „ 

1 

•  •  • 

1 

2 

•  •  • 

2 

a 

7  „ 

10  „ 

•  •  • 

#  •  • 

•  •  • 

1 

2 

3 

a 

10  „ 

a 

•  •  • 

•  •  • 

•  •  • 

1 

4 

5 

Total . 

15 

18 

33 

13 

14 

27 

TABLE  VII. 

Showing  the  Duration  of  the  Disorder  on  Admissions ,  Discharges,  and  Deaths  during  the  Year  1872. 


71 


*pnox 

GO 

rH 

CO 

O  CN) 

rH 

CM 

CO 

H> 

c3 

Q3 

A 

•aprnax 

CO 

CM 

CO  r-l 

|H 

D 

CO 

CD 

rG 

H 

•apH 

CO 

CM 

rH 

Tf  rH 

CO 

rH 

CO 

co 

cj 

o 

Hi 

G 

o 

TJ 

D 

.a  a 

*pn°l 

• 

0 

rH 

CO 

co  • 

Ph 

G 

•  rH 

G 

o 

• 

CD  •  pH 
*£ 
■81 

•apjuiax 

• 

• 

• 

• 

rH 

rH 

CM 

•  rH 

CO 

CO 

•  rH 

a 

rO 

GQ 

CD 

bD 

cS 

rd 

o 

o  ° 

a  § 

D 

A 

*8p3M 

0 

0 

rH 

(M 

CM  • 

no 

<! 

CO 

•  rH 

ti 

O 

o 

co 

c3 

CD 

CO 

•  rH 

A 

A 

CD 

rG 

• 

'm°X 

rH 

r-H 

rH 

•  rH 

• 

CO 

CO 

H 

D 

Hi 

D 

> 

o 

•apauiax 

rH 

05 

*»  rH 

00 

rH 

«w 

a 

<D 

G 

o 

•  «-H 

Ph 

*9PK 

o 

rH 

• 

• 

»o 

•  • 

•  0 

»o 

rH 

c3 

Sh 

G 

A 

• 

CO 

£ 

*pn°X 

CM 

CO 

rH 

rH 

CO 

rH 

CM 

rH 

CO 

o 

CO 

CO 

a 

t3 

•0p3in0x 

CO 

rH 

CO 

<n 

tH  rH 

45 

<i 

D 

rG 

H 

rH 

*® 

o 

rH 

CO  f-l 

CO 

CO 

C/3 

GO 

< 

Hi 

o 


D 

CD 

Hi 

A 

4-> 

g 

»  rH 


03 

GO 

<1 

Hi 

O 


G 

d 

A 

o 

d 

*-> 

+j 

o3 


Pi 

O 

•  rH 

CO 

m 

•  H 

S  I 
rG  I 
03  GO 
GO 
< 
Hi 

030 

rG 


Pi 

o 


H  *»h 

£ 


'G  ^ 

c3  G 

CD  H 

2  3 

^  02 
rG 
<D  +-> 

!>  G 
o  o 

-§  s 

M  > 

o  r— i 

«3  gj 

S  £ 

d  ■*> 

-H>  pj 
GO  .£3  , 
Hi  d 

p 


G  * 

•  H  • 

■5  rH 

•gi 

CO 

rtf  .2 

G  S 

ctf  nd 

c5 

o 

c3 

-*-3  co 

:.d 


o 


m 
co 
<1 

o  CH 
®  P 

,2  « 

H>  HI 

G  G 

H 


c3  Cj  GO 
d  w 

M 

G  o 


4-P 

CO 

5h 

<d 


4-P 

o 


£  w 

Gh  h 

<P  C5 

P  G 

-H>  O 

PM 


"G  CO 

.g 

1S 
o 
g  > 
O  r-H I 

^  CD 

M  £ 
o  ^ 
c3 

§  g 

^rG 

-4-> 

2  «■ 

■  Hi 

o 


Ph 


a 


T3 
CD 
Pi 
Pi  ’d 

•  rH  Hi 

CO  D 
CO  o 
'G  CO 

S  133 

T3  -H> 

cS  O 

& 


P 

H 

H 

O 

H 


72 


PQ 

<1 

Eh 


<M 

I  - 

CO 


tH 

<» 

-KJ 

8* 

•<s> 

S> 

«<s 

■Ki 

£ 

O 

c\ 

Co 

<^> 

e 

i«c2 

<o 

«c 


Co 

g 

O 

•«S> 

Co 

Co 

•<s> 


i«SS 

to 

V 

Co 

<s> 

<s> 


8* 

•«s> 

s 

o 

CO 


The  Deaths. 

Tb1°lL 

•  r— 1  •  t>.  N  Tf  ^  CO  ^  N  •  • 

•  •  •  • 

27 

•a^erna^ 

•  •  •  tJ*  •  I~4  pH  (M  •  • 

•  •  •  |  •  • 

h 

rH 

*9I^H 

•  ■—I  iCOM  •  iM  1M  CO  •  •  * 

CO 

The  Discharges. 

Removed  (Relieved 
or  otherwise). 

*F1°X 

•  •  •  CO  (N  . . 

*  •  •  •••••» 

t^ 

•apsraaj 

. . . 

•91^H 

•  •  •  CO  <N  . 

« 

T3 

CD 

t-i 

CD 

f> 

O 

o 

<u 

Ph 

TB»°X 

•  •  rH  Qi  Oi  X>-  CO  CO  r-H  •  •  • 

•  •  •  •  • 

CO 

CO 

•apraaj 

•  •  •  Tt<  to  U5  H  rl  •  •  • 

•  •  •  *  •  •  * 

GO 

rH 

•oiepi 

•  iH>0(NiNNNh  •  •  . 

•  •  •  •  • 

>0 

rH 

The  Admissions. 

TB1°X 

•  .OOGOOHOCOH  •  • 

•  •  r— 1  rH  f-H  rH  •  • 

00 

t^ 

•ajBina^ 

•  •HhMGOOM^OH  • 

•  •  r-H  rH  • 

45 

•oi«H 

•  •  *<*1  *0  CD  Cs|  CO  *>•  CO  •  •  • 

•  •  •  •  • 

33 

Ages. 

Prom  5  to  10  years  . 

..  10  15  „  . 

,»  15  20  . . 

„  20  SO  . 

„  30  40  . 

„  40  50  „  . 

»  50  60  „ 

„  60  70  „  . 

„  70  80  ,,  .  ... 

„  80  90  „  . 

„  90  and  upwards  . 

„  Not  ascertained  . 

Total . 

73 


1- 

CO 


KH 

W 

PQ 

< 

Eh 


£ 


<» 

-*o 


eo 

><; 

to 


■» 

^3 

S 

« 


co 

8 

O 


co 

.co 

•<s> 


HO 


O 

HO 


co 


S 

o 

•<s> 

HO 

8 

<s 


The  Deaths. 

*m°x 

<2*  • 

H  • 

27 

'oprao^ 

W5  QO  H  • 

rH 

r-H 

*9IBH 

CO  co  • 

• 

CO 

r-H 

The  Discharges. 

Removed  (Relieved 
or  otherwise). 

T^°X 

tO  r-H  H  • 

• 

•oprao^ 

i-H  t-H  *  • 

OJ 

•  *-H  • 

•  • 

to 

Recovered. 

•^°x 

CO  ^  CO  • 

r-H  r-H  • 

33 

•o^mo^ 

co  to  • 

oo 

r-H 

•apH 

N  r-t  . 

r-H 

The  Admissions. 

T^°X 

to  O  CO  • 
co  co  i— i  • 

78 

•opuioj 

— 1  to  05  • 

OI  ri 

45 

*apH 

lO  T*  • 

r-H  r-H  • 

33 

Condition  in  Reference  to 
Marriage. 

Single  . . . . 

Married . 

Widowed . 

Not  ascertained . 

Total . 

K 


74 


TABLE  X. 


Showing  the  Admissions  and  Deaths  during  each  Month  in 


the  Year. 


ADMISSIONS. 

DEATHS. 

Male. 

Female. 

Total. 

Male. 

Female. 

Total. 

i 

January 

•  •  •  •  • 

1 

2 

3 

1 

1 

2 

February 

3 

1 

4 

2 

•  •  • 

2 

March 

3 

3 

6 

1 

1 

2 

April 

3 

3 

6 

1 

•  •  • 

1 

May 

1 

4 

5 

1 

2 

3 

June 

3 

4 

7 

•  •  • 

1 

1 

July 

4 

8 

12 

1 

2 

3 

August 

3 

3 

6 

1 

•  •  • 

1 

September 

1 

4 

5 

1 

•  •  • 

1 

October 

3 

5 

8 

1 

3 

4 

November 

4 

3 

7 

1 

3 

4 

December 

•  •  •  •  •  • 

4 

5 

9 

2 

1 

3 

Total . 

33 

45 

78 

13 

14 

27 

TABLE  XL 


Showing  the  Form  of  Mental  Disorder  in  those  Admitted . 


Male. 

Female. 

Total. 

Mania  ...  ....  ...  ... 

20 

30 

50 

,,  Acute 

1 

c  •  • 

1 

„  a  Potu 

1 

•  •  • 

1 

„  Epileptic 

1 

0  •  • 

1 

Dementia 

2 

1 

3 

„  Acute 

1 

1 

2 

„  Senile 

2 

2 

4 

j,  Epileptic 

1 

1 

2 

Melancholia 

2 

2 

4 

General  Paralysis 

1 

•  •  • 

1 

Imbecility 

1 

7 

8 

Idiocy 

•  •  • 

1 

1 

Total . 

33 

45 

78 
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APPENDIX. 


REPORT 


OF  THE 


COMMITTEE  OF  VISITORS 


¥ 


/ 


pon  the  Audit  of  Accounts 


A 


OF  THE 


TREASURER  AND  CLERK  OF  THE  ASYLUM, 


Pursuant  to  the  16th  and  17th  Vic.,  c.  97. 


The  Committee  of  Visitors  having  audited  the  Accounts  of  the 
Treasurer  and  Clerk  of  the  Asylum,  as  directed  by  section  60  of 
the  above  Act,  do  hereby  Report  the  same  to  the  General  Quarter 
Sessions  of  the  County  of  Cambridge  and  the  Isle  of  Ely,  and 
to  the  Council  of  the  Borough  of  Cambridge,  and  appended 
thereto  an  abstract  of  such  Accounts  accordingly. 

(, Signed )  C.  R.  PEMBERTON, 

Chairman  of  the  said  Committee  of  Visitors. 

Asylum,  Fulbourn, 

February  2ith,  1873. 
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CAMBRIDGESHIRE,  ISLE  OF  ELY,  AND  BOROUGH  OF  CAMBRIDGE  LUNATIC  ASYLUM. 

Balance  Sheet  for  the  Year  ending  December  31  st,  1872. 
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CAMBRIDGESHIRE,  ISLE  OF  ELY,  AND 

GARDEN  AND 

Profit  and  Loss  for  the  Year 


Dr. 

£. 

s. 

d. 

1.  To  Cash  paid: 

Stock:  50  Pigs 

56 

10 

0 

40  Lambs 

100 

10 

0 

Bran  and  Pollard 

2 

10 

8 

20  Coombs  Oats 

13 

0 

0 

2  tons  Linseed  Cake  ... 

22 

5 

0 

1  ton  Agricultural  Salt 

1 

13 

6 

1  ton  Cotton  Cake 

6 

10 

0 

Machine,  Horse  and  Drill  Hire  ... 

Seeds,  &c, :  4  Quarters  Oats 

5  Quarters  Barley 

4 

4 

0 

9 

0 

0 

30|  Bushels  Wheat  ••• 

10 

18 

9 

Garden  and  Small  Seeds 

6 

16 

6 

3  tons  Potatoes 

12 

0 

0 

Artificial  Manure 

6 

7 

2 

Shrubs 

3 

2 

6 

Saddlery 

5 

2 

6 

Farrier 

2 

2 

0 

Implements  and  Tools 

75 

19 

10 

Grinding  Corn  for  Stock 

4 

9 

7 

Miscellaneous 

40 

6 

0 

Wages :  Farm  Bailiff  and  Lodge 

Keeper 

60 

17 

0 

Farm  Laborers 

162 

0 

4 

Rent:  27a.  2r.  14p.  at  50s.  (Less 

Property  Tax) 

66 

12 

8 

40  Acres  own  Land,  estimated 

at  40s. 

80 

0 

0 

Straw 

31 

10 

0 

Shingle 

Pig’s  Wash  from  the  House 

5 

0 

0 

10 

0 

0 

1872. 


£.  s.  d. 


157  0  0 


45  19  2 

19  19  0 


52  8  11 


127  19  11 


222  17  4 


146  12  8 


46  10  0 
2  5  0 

815  3  9 

78  18  10| 


Insurance 
Stock  Valuation 
Balance 


£1715  14  7! 


BOROUGH  OF  CAMBRIDGE  LUNATIC  ASYLUM. 
FARM  ACCOUNT. 

ending  3 1st  December,  1872. 


1872.  O. 

Dec.  31.  Cash  received  for  Produce  sold: 

3  Calves 

67 b  Quarters  Wheat 
27f  Coombs  Sainfoin 
Pork  sold 
Dr.  Bacon 

Vegetables  and  F#’uit 
Incidentals 

Produce  supplied  to  the  House: 

4409|  Gallons  Milk,  at  lOd. 

2044  Eggs  at  Is.  3c?.  per  score  ... 
372  st.  91b.  Pork,  at  7s. 

34831  lbs.  Potatoes,  at  \d. 
Vegetables,  Herbs,  Poultry,  &c. 

40  Quarters  Barley,  at  45s. 

Stock  Valuation,  December  31st,  1872. 


£.  s.  d.  £.  s.  d. 

5  15  0 

194  5  6 

19  11  0 

71  10  9 
3  6  10± 

14  4  11| 

22  16  7 

-  331  10  8 

183  14  7 

6  7  9 

130  8  6 

72  11  31 

58  16  10 
90  0  0 

-  541  18  11| 

842  5  0 

/ 

/ 


Hy.  ARCHER,  Clerk  and  Steward. 


L 


CAMBRIDGESHIRE,  ISLE  OF  ELY,  AND  BOROUGH  OF  CAMBRIDGE  LUNATIC  ASYLUM, 

Estimated  Value  of  Stock  on  Farm,  December  31  st,  1872,  compared  with  preceding  Year. 
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STATISTICS. 

Of  Pauper  Lunatics,  Idiots ,  and  Persons  of  Unsound  Mind  chargeable  to  Unions  in  the  County  and  Borough  of  Cambridge  and  Isle  of  Ely, 
showing  the  number  in  the  Asylum,  in  Workhouses,  and  elsewhere ,  compiled  from  Annual  Returns,  31^  December,  1872. 
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CLEMENT  FRANCIS,  Clerk  to  the  Committee  of  Visitors. 


CAMBRIDGESHIRE,  ISLE  OF  ELY  AND  BOROUGH  OF  CAMBRIDGE  LUNATIC  ASYLUM. 

Income  and  Expenditure  from  the  l5.6  day  of  January  to  the  SI8.1  day  of  December,  1872. 
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December  31  d  1872. 

F. 

y- 

d 

F. 

y- 

l 

d. 

Salaries  Sc  Wages . 

1841 

15 

3 

- 

2 

i\ 

1891 

Frovisions . 

3293 

12 

71 

» 

4 

81 

14549 

Necessaries . 

856 

8 

6 

- 

i 

21 

6275 

Surgery . 

40 

15 

8 

- 

.  1 

79186 

Wine  Sc  Spirits . . 

156 

3 

3 

* 

■■ 

21 

75022 

Clothing . 

422 

19 

51 

-  ‘ 

■■ 

71 

16647 

Fiurniture  Sc  Redding . 

368 

19 

5 

- 

- 

61 

43509 

Garden  &  Farm . 

731 

11 

11 

- 

1 

1 

44374 

Repairs . 

146 

18 

5 

- 

- 

21 

12918 

Miscellaneous . 

299 

14 

61 

/< 

„ 

5, 

65386 

8158 

19 

l 

»  2 

// 

jii 

81 

67440 

less  Profit  on  Farm  to. .. . 

405 

17 

8 

*• 

61 

96683 

J 

7753 

1 

4i 

- 

11 

ll 

68196 

1910 

1153 


13063 


Average  Weekly  Rate  of  Charge  to) 

Own  -  County  Fnions . 

Average  Weekly  Rate  of  Charge  to 
Out-County  Fnions . 

Income  on  Maintenance  Account . 

Fxpenditure,  D?  I?. . 

Focce$s  <f  Fxpenditure  over  Income 
on  Maintenance  Account. .  j 


10 


14 


4 

11* 


lit 


7657 

7753 


95 


11 


W.  METCALFE  i  SONS.  CAMBHIDCE. 


